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PREVIEWS 


The following publications are in the process of being printed. Advance sales 
orders may be placed for these publications. Orders will be scheduled and 
copies mailed as soon as stocks are received. It is not possible to estimate the 
lapse of time before the publications will actually appear. All information in 
regard to title, series, classification, distribution, and price given in these list- 
ings is preliminary and subject to change when the publications actually come 
from the press. Those so marked will be sent to depository libraries, provid- 
ing, that at the time of going to press, the libraries were on list to receive the 
items under which these publications will be distributed. 


Amino acid content of foods. (Agriculture Department, Home economics re- 


search report 4, Agricultural Research Service.) 45c. @ A1.87:4 
Annual register of United States Naval Academy, Annapolis, Md. 1957-58. 
(Naval Personnel Bureau, NAVPERS-15,019.) 45c @ D 208.107 : 957 
Bending solid wood. (Agriculture Department. Agriculture handbook 125, 
Forest Service.) 15¢c. @ A 1.76: 125 
Bibliography of North American geology. (Geological Survey, Bulletin 1065.) 
$1.50. ©@ 119.3: 1065 
Clinical Center, National Institutes of Health. (Public Health Service, Pub- 
lication 316, revised.) 15c. @ FS 2.22: C61/957 
Control of silicosis in Vermont granite industry. (Public Health Service, Pub- 
lication 557.) 40c. @ FS 2.2: Si3 
Economic evaluation of color in domestic wool. (Agriculture Department, 
Marketing research report 204.) 25c. @ A 1.82: 204 
85th Congress, 2d session, official congressional directory. Reg. $2.00, Thumb 
index $4.00. @ Y 4.P 93/1 : 1/85-2 
Federal Trade Commission annual report, 1957. [Also issued as H. doc. 257, 
85th Cong., 2d sess.] 40c. @ FT 1.1: 957 
Foreign Trade Zones Board, 19th annual report for fiscal year 1957. 20c. ® 
FTZ 1.1: 957 


Freezing points of fruits, vegetables, and florists stocks. (Agriculture Depart- 
ment, Marketing research report 196, Agricultural Marketing Service.) 


lie. @ A 1.82: 196 
Growing pumpkins and squashes. (Agriculture Department, Farmers’ bulletin 
2086, revised.) 15c. @ A1.9: 2086/2 
Home freezing of fruits and vegetables. (Agriculture Department, Home and 
garden bulletin 10, revised.) 20c. @ A1.77: 10/2 
Infrared luminescence of minerals. (Geological Survey, Bulletin 1052-C.) 
30c. @ 119.3 : 1052-C 
Interstate Commerce Commission 71st annual report, 1957. [Also issued as 
H. doc. 262, 85th Cong., 2d sess.] $1.50. @ IC 1.1: 957 
Lettering for extension visual aids. (Agriculture Department, Agriculture 
handbook 22, revised.) 10c. ®@ A 1.76: 22/2 
Local planning for better school districts. (Education Office, Pamphlet 121.) 
lic. @ FS 5.17: 121 
Management intern programs. (Civil Service Commission, Personnel manage- 
ment series 11.) 25 ®@ CS 1.54: 11 
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Maple sirup producers manual. (Agriculture Department, Agriculture hand- 


book 134.) 60c. @ A 1.76: 134 
Minerals yearbook, 1954, vol. 3. (Mines Bureau.) [Also issued as H. doc. 263, 
84th Cong., 2d sess.] $4.00. @ I 28.37 : 954/v.3 


National Science Foundation, 7th annual report, 1957. $1.00 @ NS$1.1: 957 


Offerings and enrollments in science and mathematics in public high schools, 
1956. (Education Office, Pamphlet 120.) 25c. @ FS 5.17: 120 


Official register of United States, persons occupying administrative and super- 
visory positions in legislative, executive, and judicial branches of Federal 
Government, and in District of Columbia Government, 1957 edition. (Civil 


Service Commission.) $2.50. @ CS 1.31 : 957 
Outpatient psychiatric clinics. (Public Health Service, Monograph 49, Publica- 
tion 538.) 50c. @ FS 2.62: 49 
Pea diseases and their control. (Agriculture Department, Farmers’ bulletin 
1735, revised.) 15c. @ A1.9: 1735/3 
Postmaster General reports on services of Post Office Department during fiscal 
year 1957. 60c. @ P 1.1: 957 
Potatoes, facts for consumer education. (Agriculture Department, Agriculture 
information bulletin 178.) 20c. @ A1.75:178 
Report of 42d National Conference of Weights and Measures. (National Bu- 
reau of Standards, Miscellaneous publication 222.) 55c. © C 13.10: 222 
Retention and withdrawal of college students. (Education Office, Bulletin 1958, 
No.1.) 65c. @ FS 5.3: 958/1 
State and nonpublic schools. (Education Office, Mise. (series) 28.) $1.25. @ 
FS 5.30: 28 

Strawberry varieties in United States. (Agriculture Department, Farmers’ 
Bulletin 1043, revised.) 15c. @ A 1.9: 1043/9 
Subject headings used in dictionary catalog of Library of Congress, 6th edition. 
(Library of Congress.) $9.75. @ LO 26.7: 6 


Subversive Activities Control Board 7th annual report, 1957. 15c. @ 
Y¥ 3.8u 1: 1/957 


Taking care of diabetes, patient booklet. (Public Health Service, Publication 


567.) 20c. @ FS 2.2: D54/7 
Three-dimensional heat conduction in permafrost beneath heated buildings. 
(Geological Survey, Bulletin 1052-B.) 80c. @ 119.3: 1052-B 
Together we are strong. (State Department, Publication 6571, Commercial 
policy series 164.) 20c. ®@ S 1.87: 164 
United States, Soviet Union medical exchange missions, 1956. (Public Health 
Service, Monograph 50, PHS Publication 586.) 50c. @ FS 2.62 : 50 


Watch your step, avoid farm accidents. (Agriculture Department, Farmers’ 
Bulletin 2101.) 15c @ A 1.9: 2101 
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Abbreviations 








amdt., amdts____.--~ amendment, amen d-jno., nos__._.___-~~-. number, numbers. 
ments. EE page, pages. 
ichiiacetescnntemonsiinn appendix, appendixes. iy ; Reese pages of plates. 
inaction chapter, chapters. Se eee paragraph, paragraphs. 
Sa innsitciitiimeninabenanellll Congress. oe plate, lates. 
_ ‘SR Department. TN nnnmmmesubeniiatl portrait, portraits. 
Sill ineethannteninenine document. NS part, parts. 
|. ) dh District Printing and | rp-____.---------- report. 
Publications 6, ES Recruiting Publicity 
Potomac River Naval Center. 
Command. Oe Senate, Senate bill. 
4 Senate concurrent reso- 
lution. 
2 Senate document. 
Ce Riatcsamwcenanll Senate executive docu- 
G men 
bs ic deena ous’ joint resolution. 
H = eRe: Senate resolution. 
lution. ©. Bi ccucuseneeutl Senate report. 
ential House document. Dil ccmrnenaaall section, sections. 
eb is Cnet House executive docu- | sess..._....---~-~-- session, sessions. 
ment. BD capecesennennad sixteenmo. 
— ee an House joint resolution. | Stat. L_.....-----. Statutes at large. 
i iattinbindhtaanensnatasiia House bill. OS IC IE supplement. 
ea ikanarceremasarseaes _House a ia sn etn esa table, tables. 
See + ome House SEIT, FOES thirty-twomo. 
Siitiiinenmwanaitemaiesciomentl illustration, "{Mlustra-| Treas__..........- Treasury. 
tions. aa ees twelvemo. 
im... == inch, inches. SRR L SS GAPE RRM twenty-fourmo. 
jat ernimesteiiaiteiamneaill latitude. eR REI IES volume, volumes. 
— nmneserenindpabanghenenenend ~ or WELD bo ahdciunieoniesieel — > 
Sa nneewennenmeas WPAFB______----_Wright-Patterson Air 
ig Blississtppt River Com- Sines thin 
7 eae no date WRPC............--- Weather Record Proc- 
ial i itnensnstmaseiemsetmnanateieeall no place. essing Center. 
Common abbreviations for the names of States, months, etc., are also used. 


Explanation 


The individual issuing department, bureau, office, or agency is considered the 
publisher of Government publications. 

Words and figures enclosed in brackets [ ] are given for information, but do 
not appear on the title pages of the publications cataloged. Place and printer are 
not given for publications printed at the United States Government Printing 
Office, Washington, D.C. Size is not given for octavo publications. Size of maps 
is approximate, measurement being made from outer edge of border, excluding 
margin. The dates given with Senate and House documents and reports are the 
dates on which they were ordered to be printed. Usually the printing promptly 
follows the ordering, but various causes sometimes make delays. 

The word “processed” as used in this catalog indicates publications which are 
reproduced by duplicating processes other than ordinary printing, e. g., mimeo- 
graph, multigraph, planograph, rotaprint, multilith. Processed publications are 
not obtainable from the Superintendent of Documents. Requests for them, if they 
are available, should be addressed to the issuing office or to the Office of Technical 
Services, as indicated by the distribution symbol. 

Under provisions of the Printing Act of January 12, 1895, all Government publi- 
cations are entered in the Monthly Catalog. However, administrative and confi- 
dential (or restricted) publications are omitted. 

The L. C. card number appended to some of the entries is for those libraries 
ordering printed cards from the Library of Congress. The number at the extreme 
right of an entry indicates the classification of the publication in the Office of the 
Superintendent of Documents. 














. General Information 


The Superintendent of Documents, Government Printing Office, Washington, 
D. C., is authorized by law to sell copies of Government publications and to allow 
a discount of 25 percent to book dealers and also to quantity purchasers of 100 
or more copies of a single publication on condition that they will adhere to the 
public sales price set by the Superintendent of Documents and that publications 
shall not be overprinted with any advertising matter. 

Publications cannot be supplied free to individuals nor forwarded in advance of 
payment. 

PRICE LISTS 


There is no general price list of public documents, but numerous lists have 
been prepared on special subjects and any of these will be furnished free, on ap- 
plication, by subject or subjects concerning which information is desired. It will 
also be noted that current publications which are for sale are listed in this 
catalog. 

LIST OF SELECTED PUBLICATIONS 


In addition to the price lists, the Documents Office issues a biweekly list of 
Selected United States Government publications for sale by the Superintendent of 
Documents. Each list is arranged alphabetically by subjects, with annotations 
and prices, and may be obtained free upon application to the Superintendent of 
Documents. 

CONGRESSIONAL BILLS, DOCUMENTS, AND REPORTS 


More than 12,000 different bills are usually introduced during a Congress, and 
there are additional prints on many during the progress of the legislation. With 
the exception of a very few—such as revenue bills—the demand is an unknown 
quantity and on most of them we receive no orders, which makes it impossible to 
print a sales supply. It may be that a copy could be obtained from your 
Congressman. 

A difficult problem is also presented in providing a supply of congressional 
documents, hearings, and reports because there are approximately 6,000 of this 
class of publications issued during a Congress and only a few of them are called 
for. We will attempt to print for sale a few of the more important ones, but if 
not priced the only possible source would be from your Congressman. 

















HOW TO ORDER PUBLICATIONS 


Publications entered in this catalog that are for sale by the Superintendent of 
Documents are indicated by an asterisk (*) preceding the price. Those for sale 
by the Office of Technical Services, Commerce Department, are indicated by a farad 
(®) preceding the price. A black dot (@) indicates that the publication has been 
or will be sent to depository libraries. A dagger (+) indicates that application 
should be made to the department, bureau, or agency issuing the document. A 
double dagger (tf) indicates that the document is printed for official use and is 
not obtainable. Whenever additional information concerning the method of 
procuring a document seems necessary, it will be found under the name of the 
bureau by which it was published. 

In ordering a publication from the Superintendent of Documents, give (if 
known) the name of the publishing department, bureau, or agency, and the title, 
together with the classification number which is added to the entry at the extreme 
right; order the congressional documents and reports by the title, together with 
the document or report number and the Congress, e. g., H. doc. 108, 82d Congress. 

Do not use the L. C. card number in ordering a publication from the Superin- 
tendent of Documents. 

HOW TO REMIT 


Remittances for documents marked with an asterisk (*) should be made to the 
Superintendent of Documents, U. S. Government Printing Office, Washington 25, 
D. C., by coupon, postal money order, express order, or check. Publications can- 
not be mailed in advance of receipt of remittance. Currency may be sent at 
sender’s risk. Foreign remittances should be made either by international money 
order or draft on an American bank. 

Foreign money, defaced or smooth coins, will not be accepted. Do not send 
postage stamps. 

For the convenience of the general public, coupons in the denomination of 5c 
that are good until used in exchange for Government publications sold by the 
Superintendent of Documents, may be purchased from his office. Address order 
to Superintendent of Documents, Government Printing Office, Washington 25, D. C. 

Persons who make frequent purchases from the Superintendent of Documents 
may find a deposit account convenient. Deposits of $25.00 or more are accepted 
against which orders may be placed without making individual remittances or 
first obtaining quotations. Order blanks are furnished for this purpose. After 
the handling of the order has been completed, it will be returned showing the 
publications supplied, explanations regarding those not sent, the amount of 
charge, and the balance on deposit. 

No charge is made for postage on documents forwarded to points in United 
States and possessions, or to Canada, Cuba, Mexico, Newfoundland (including 
Labrador), and certain Central and South American countries. To other coun- 
tries the regular rate of postage is charged, and remittances must cover such 
postage. In computing foreign postage, add one-fourth of the price of the 
publication. 

LIBRARY CLASSIFICATION IN DOCUMENTS OFFICE 


The classification given at the right of entries for departmental publications is 
that used in the Library of the Division of Public Documents. It is also used as 
a catalog number for sules stock of this office. The shilling mark (/) separates 
what would ordinarily be superior or inferior numbers or letters, as it is not 
practicable to print these numbers or letters as superiors or inferiors in the 
Monthly Catalog. 
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New Classification Numbers 


Agricultural Marketing Service. 
ERIS: Gate... es Citrus fruits by States, production, use, value 


(annual). [Proc.] 
Nots.—See, for earlier class, A 88.2: C 49/date. 


Census Bureau. 
C 3.24/18: date & nos___...--- Census of manufactures: [Special reports] 
bulletin MC—(series). 
Patent Office. 


op RT Se Research and development reports. 
Area Development Office. 
ok ee eee Area trend series. 
Army Department. 
OO Army procurement procedure. 


. Notge.—See, for earlier class, D 101.6: P 94/date. 
D 101.49: Reserved 
BF Ey i cctnceerenctitemccreantmtoas Progress, United States Army reports (an- 


nual). 
Notgs.—See, for earlier class, D 101.2: P 04/2. 


Ordnance Corps (Army). 


BO ee Army Ballistic Missile Agency, research re- 
ports. [Proc.] 
> es ON i ete sdls Coating and Chemical Laboratory, Aberdeen 
Proving Ground, Md., report CCL (series). 
[Proc.] 
Quartermaster General of Army. 
eR a -~ Chemicals and Plastics Division, technical re- 


port CP (series). [Proc.] 
General Accounting Office. 
GA 1.6/: date/trans. nos_____- GAO manual for guidance of federal agencies 
title 1, United States General Accounting 
Office, transmittal sheet nos. 
Housing and Home Finance Agency. 


kL EE RS Annual report, Voluntary home mortgage credit 
program. 
a etna for earlier elass, HH 1.2: V 88/2/ 
ate, 
Court of Claims. 
Ro , Regulations and instructions. 
Py iene publications classified Ju 3.2: 
). 
Administrative Office of United States Courts. 
Pe ee Report of proceedings of regular annual meet- 
ing of Judicial conference of United States 
(annual). 
4 ela for earlier class, Ju 10.2: J 89/2/ 
ate. 
Labor Department. 
Bs Be bl innnnmawwianition Labor charts (monthly). [Proc.] 


Nots.—See, for earlier class, L 1.9/2: L 11/date. 
Employees’ Compensation Bureau. 


re insite cinieintcrscntanenhniis Federal work injuries sustained during calen- 
dar year. 
P ~~ oliaaae for earlier class, L 26.2: In 5/2/ 
ate. 
National Science Foundation. 
ae Ree a Scientific manpower, significant developments, 


views and statistics (annual). 
Atomic Energy Commission. 
ee 6s i ccetts Nuclear science abstracts (bound volumes). 
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x GOVERNMENT PUBLICATIONS 


Corrections for Previous Monthly Catalogs 


May 1955. Entry 6424, Property improvement loans, general administrative 
policy applicable to property improvement loans reported for insurance under 
title 1 of National housing act, for use in connection with regulations effective 
Oct. 1, 1954. Change classification from HH 2.6: L 78/2/954 to HH 2.6: L 78/ 
954. 

June 1955. Entry 7158, Nuclear science abstracts, v. 1, July-Dec. 1948. Change 
classification from Y 3.At 7: 16/1 to Y 3.At 7: 16-2/1. 

July 1955. Entries 8982-8985, Nuclear science abstracts, v. 2, [nos. 1-12], Jan.— 
June 1949, v. 3, nos. 1-12, July—Dec. 1949, v. 4, nos. 1-24, Jan.—Dec. 1950, and 
v. 6, nos. 1-24, Jan—Dec. 1952. Change classification from Y 3.At7: 16/2, 
16/3, 16/4, 16/6 to Y 3.At 7: 16-2/2, 16-2/3, 16-2/4, 16-2/6. 

Aug. 1955. Entries 11055 and 11056, Nuclear science abstracts, v. 5, nos. 1-24, 
Jan.—Dec. 1951, and v. 7, nos. 1-24, Jan.—Dec. 1953. Change classification from 
Y 3.At 7: 16/5 and 16/7 to Y 3.At 7: 16-2/5 and 16-2/7. 

Sept. 1955. Entry 13904, Nuclear science abstracts, v. 8, nos. 1-24, abstracts 1- 
7197, Jan.—Dec. 1954. Change classification from Y 3.At7:16/8 to Y3.At7: 
16-2/8. 

Feb. 1957. Entry 1980, Public improvement loans, general administrative policy 
applicable to property-improvement loans reported for insurance under title 
1 of National housing act, for use in connection with regulations effective 
Oct. 1, 1954, including amendments through Aug. 8, 1957. Change classification 
from HH 2.6: L 78/2/956 to HH 2.6: L 78/956. 

July 1957. Entry 9182, Nuclear science abstracts, v. 9, nos. 1-24, abstracts 1- 
—— 1955. Change classification from Y 3.At7:16/9 to Y3.At7: 

Sept. 1957. Entry 12938, Alaska and Hawaii, size of establishment, legal form 
of organization, petroleum bulk plants and terminals. The price should be 
corrected to read: * Paper, 25c. 

Nov. 1957. Entry 17034, Platinum-group metals. The price should be corrected 
to read : * Paper, 10c. 











Classified List of Government Authors 


Beginning 

entry 
pS EE en a ae ee, Se ‘ 69 
Agricultural Conservation Program Service-_--.-.............-----.- 15 
Agricultural Marketing Service...................-...........-.- 28 
Agricultural Research Service - - - - - ee ee ee a ee 48 
Commodity Stabilization Service _--_............-...----------- 292 
Re Ie Bi chit nik deco ndiéb concent) caesuone< 507 
Se nT. fee ae 512 
ID, o.oo cine cn oncenescteinel aeneetind ss 603 
I ds ik ile As Bile Walled neh eceteealiperntiieninds ee 632 
Ee ee RE ee ae, Re ne eee ee 669 
is et eons win esti 102 
Rural Electrification Administration. -_............-...-.-..------ 889 
EE Oe Ce SR, 5 SE. ae 911 
American Battle Monuments Commission-----.........-...-------- . 131 
pO EE ee eS ane aT | 158 
Ce ee, nnn ennssumeeesicienenetintnns Mee 259 
Civil Service Commission_-.- - ------- RC a a, ty ae 263 
A EL A ee a 290 
LT, a ae eee ee ee 135 
Business and Defense Services Administration.__............---- : 183 
Te NOE OTT 5 EE ODE ante 188 
a ee ee. ee. Gee wn Ceo 189 
Civil Aeronautics Administration... ...........................-- 246 
ee ee ee 284 
Ee ee eee ae 611 
a a a 795 
ee ee a 855 
a a a ir a BS ON oa earn enema nl tell taal 294 
Atomic Energy Joint Committee... ................-.......-...-. 298 
Economic Joint Committee_-_.....-__- a 299 
ee ee. eee 301A 
Re CI ni hcntinmith cnc tintdé«~mnestadsmvstsithe 324 
Banking and Currency Committee___-_-_--_- a 0 ee eee 325 
Education and Labor Committee... ...................-.-..- 329 
Government Operations Committee_...............-.-.--.-.-- 330 
Interstate and Foreign Commerce Committee___._....._...--- 335 
Post Office and Civil Service Committee___.............-_---- 336 

Small Business, Select Committee on__...........-.....------ 33 
Un-American Activities Committee__..............-...------ 338 
rere ae Fes CII... nn oe on neticlicancsitiasd altinGde- 345 
ER eS Se ae me. ee Pee 346 
Banking and Currency Committee___..........-_-- . . 352 
Foreign Relations Committee... .............-~.--......-...% 353 

Improper Activities in Labor or Management Field, Select Com- 

nc cindinnd asinine ansiedineaceawaweanaets 354 
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Beginning 
entry Int 
Interior and Insular Affairs Committee__.................---- 354A 
Interstate and Foreign Commerce Committee_-__........._---- 356 
ee Oe as degsardiae bikedads heanerscanemate as “ 357 
Small Business, Select Committee on__......._.-..-.--------.- 359 
CN dn annanhcanne Meinte hha sinnte ote cnanawhce bie 363 
Court of Customs and Patent Appeals - - - ---- (pi inuktcdaeddkeness ae 
ng do cuunneaeoeaeatonsddcas thes inewaeas« 367 
ee ENIOORS.. .. «wince cudnt edeecnnnbleet es 1 tah BloranH 104 
Armed Forces Information and Education Office_____..___-_- Phas es 139 Int 
A SO... 5.5 hci ect cewss Se Ud bik 141 Int 
meen Gonerals Gibee.. «csi occu etl JS a | Lal 
PD SR ns cn eieneaeocesat bene se al ee 475 
Military History, Office of Chief of. _._..._--- Aeris. 712 
National Guard Bureas. .............-225. 22: Souk a 798 
NS TNR ocd cect eeeee ue pase eT ae 847 
Quartermaster General of Army -.---- -- “= atcGewodassel” - ae 
Transportation Corps- -------- hea area ee aaa pA SY 946 
Navy Department.............. iwepdede sis elecahn 838 Lik 
Aeronautics Bureau__------- SRS vs EER et 13 
NT MP a itcdiddtidccdasacdedewe sea Sa LR 5 FO 709 Na 
Naval Operations Office - - - -- cSncas Sune wue Puss ik ‘ §20 Na 
Onn CHNOO. 6 oso cniccn cased tase hesn ce . ges Na 
Naval Personnel Bureau_-_-_-_---------- neces etose fees . 822 Na 
Naval Research Office_____.._--- we ser eeatg wt : 825 Oli 
EES age ee none ‘ — ess 896 Po: 
Supplies and Accounts Bureau- - - pees) yaw. 3h 938 Pre 
Federal Civil Defense Administration. —._.......__-_-.- Pt). vaE. 2 re 508 Sec 
Federal Communications Commission - - - - pacar eee why 510 Sel 
Federal Deposit Insurance Corporation__-_- Kdsiéucesaccncl ete 24 511 Shi 
en er CIO. on ci ic ceceeen ee eee oe. 515 Sm 
Federal Reserve System Board of Governors_-_---_--.- fPckh532 AA Js 541 Sm 
General Accounting Office. ..............._.---.-- E us 640 
General Services Administration 
Federal Facilities Corporation__-- -- ok wacindtta natictingatirtetan Te gee 513 Sta 
Federal Supply Service__.......---- ee a ee ee.’ 542 
National Archives and Records Service- : : Paid «Ss 794 Su] 
Government Printing Office Te 
Public Documents Division____...--- . Ewes i re 870 Tre 
Health, Education, and Welfare Department_- ul eete weesed 655 
ee ee nes aes eed, muss. 460 
Public Health Service................- i deedeb sane seent “oe 870 
National Institutes of Health-- --—- BE AS Be psely 799 Ve 
National Office of Vital Statistics__- PRS E36 BE Bebe a 805 
Social Security Administration 
Ge SONS icnicccnnndleswoae se pees ehhawal : 244 
Old-Age and Survivors Insurance Bureau___.____........_-- ; 844 
eS ee he ee Oaks SE ee 869 
Vocational Rehabilitation Office ctudébihgpemenste deat wulltit 954 
Housing and Home Finance Agency - --_-._.___....-.--.------------ , 656 
Federal Housing Administration. ................-.........-...-- 514 
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Interior Department entry 
Defense Minerals Exploration Administration ---_..............--- 459 
a acalectierig dar adeenin oli niente kerala 581 
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International Development Advisory Board_--- -- aan catia 681 
Interstate Commerce Commission -- -........--...--- isin atone 682 

Labor Department 

Apprenticeship and Training Bureau_-....-...-...----.------- seis 134 
Employees’ Compensation Appeals Board. ---.........-.--------- 474 
ee IP ENNIN «5. ig do ned busatkbestekeceecdancoukacbeuns 687 
ee a oS. ee aseeneaneener ae 688 
Wage and Hour and Public Contracts Divisions_.............----- 955 
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Cl St ceed eeknthmatedweninamdchenchenenne® 361 
National Advisory Committee for Aeronautics... ..............------- 760 
PERRI, Sey IIL. 65. cdi ncicstetoncucescdeucedencédunan 802 
National Railroad Adjustment Board... ....... 22.6.2... concn cncesee 816 
Te oe), ale ob dnd d wtidenneews encesueusesiuns 817 
Oliver Wendell Holmes Devise Permanent Committee_...........-..---- 846 
Re ee eS saan docude sense esakenaapaalion 857 
PE Or Riis, c ddin Chdad a cidceen ceases <chameeeues 861 
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Monthly Catalog 
NO. 756 @ JANUARY 1958 


ADJUTANT GENERAL’S OFFICE (Army), Defense Dept. 


PRB technical research notes. (Personnel Research and Procedures Divi- 
sion, Personnel Research Branch.) [Processed.] Available in micro- 
film or photostat from American Documentation Institute, Auxiliary 
Publications Project, Photoduplication Service, Library of Congress, 
Washington 25, D. C.; price upon application. D 102.27 : (nos.) 


72. Selection of experimental predictors for longitudinal validation in combat 
arms [with list of references ; by] Louis P. Willemin, Abraham H. Birnbaum 
and Nathan Rosenberg. June_ 1957. {5) leaves+13 p. 4° (Army 
project 29560000, [PRB project] B-6—280-10.) 

73. Validation of potential combat predictors: Research plan for longitudinal 
study [with list of references; by] Louis P. Willemin, Abraham H. Birn- 
baum and Nathan Rosenberg. une 1957. [5] leaves+6 p. 4° (Army 
project 29560000, [PRB project] B—6—280-10.) 

74. Prediction of success in transportation movement control and ~~ ly courses 
{with one reference; by] William H. Helme and Richard A. ite. June 
1957. [4] leaves+10 p. 4° (Army project 29560000, [PRB project] 
B-—6—131 School-job success a—51.) 

76. Validation of potential combat predictors: ZI results for infantry [with 
list of references; by] Louis P. Willemin, Nathan Rosenberg, and Richard 
K. White. July 1957. [7] leaves+14 p. 4° (Army project 29560000, 
[PRB project] 280-11.) 

77. Validation of potential Sanbet emotes : ZI results for artillery [with list 
of references; by] Louis P. Willemin and Nathan Rosenberg. July 1957. 
$$)_istyeet 20 p. 4° (Army project 29560000, [PRB project] B-6- 


78. Validation of potential combat predictors: ZI results for armor [with list 
of references ; by] Abraham H. Birnbaum, Nathan Rosenberg, and Richard 
K. White. July 1957. {6 leaves+10 p. 4° (Army project 29560000, 
[PRB project] -280-13.) 

79. Validation of tential combat predictors: ZI results for combat engineer 
{with list of references; by] Abraham H. Birnbaum, Nathan Rosenberg, 
and Richard K. White.. July 1957. [6] leaves+9 p. 4° (Army project 
29560000, [PRB project] B—6—280—14.) 

80. Validation of potential combat predictors: In overseas maneuvers [with list 
of references ; by) Louis P. Willemin [and others]. Aug. 1957. [5] leaves+- 
(2]+14 p. 4¢ (Army project 29560000, [PRB project] B-6—280 combat 
selection a—10.) 

82. Prediction of success in engineer equipment maintenance and automotive 
maintenance courses [with one reference; by] William H. Helme and 
Richard K. White. Sept. 1957. [4] leaves+10 p. 4° (Army project 
29560000, [PRB project] B—6—131 School-job success a—51.) 

83. Prediction of success in carrier repair, teletype maintenance, and power equip- 
ment maintenance courses [with list of references; by] William H. Helme, 
James B. —— and Richard K. White. Oct. 1957. [6] leaves+12 p. 4° 
(Army project 29560000 [PRB project] B—6—131 School-job success a—31.] 


PRB technical research reports. (Personnel Research and Procedures 
Division, Personnel Research Branch.) [Processed.] Available in 
microfilm or photostat from American Documentation Institute, Auxil- 
iary Publications Project, Photoduplication Service, Library of Congress, 
Washington 25, D. C.; price upon application. D 102.27/2: (nos. ) 
1107. Personnel research for officer candidate school [with list of references ; by] 

ack A. Parrish and Arthur J. Drucker ; approved by Hubert E. Brogden 


and Julius EB. Uhlaner. Nov. 1957. [4] vp wart Ae Te il, 4° 
{Two of the leaves in the collation consist of detachable ca catalog 


entries. 
1108. Further on-the-job evaluation of English Sneney battery for insular Puerto 
Ricans — list of references ; by} Harry Kaplan [and others]. Nov. 
957. leaves+-[2]+23 p. il. 4° [Two of the leaves in the collation 
consist of detachable card catalog entries. ] 
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GOVERNMENT PUBLICATIONS 


AERONAUTICS BUREAU (Navy), Defense Dept. 


Handbook for aircraft accident investigators; prepared by Naval Aviation 
Safety Center and issued by Office of Chief of Naval Operations. 1957. 
viii+[131] p. il. 4° (NAVAER 00-80T-67.) [Issued in loose-leaf 
form.] * Stiffboard, $1.50. © Item 376 D 202.6: Ac 2 


Handbook, installation practices for aircraft electric and electronic wiring. 
Sept. 1, 1956. [2]+ii+174 p. il. 4" ((Navy) NAVAER 01-1A-505; 
(USAF) T. O. 1-1A-14.) [Issued in loose-leaf form.] * Paper, $1.25. 
@ Item 376 
L. C. card 57-62179 D 202.6: W 74 


AGRICULTURAL CONSERVATION PROGRAM SERVICB, 
Agriculture Dept. 


Agricultural conservation program, handbook for 1958: Arizona ; Oct. 1957. 
{[1957.] [2]+27 p. i. (ACP-1958-Ariz.) tf @ Item 103 
L. C. card 56-87555 A 90.8: Ar 41/958 


—— Arkansas; Sept. 1957. [1957.] ii+43 p. il. (ACP-1958-Ark.) f 
@® Item 103 
L. C. card 56-37555 A 90.8: Ar 4k/958 


——Colorado; Oct. 1957. [1957.] ii+42 p. (ACP-1958-Colo.) Tt 
@ Item 103 ° 
L. C. card 56-87555 A 90.8: C 71/958 


—— Connecticut; Sept. 1957. [1957.] ii+26 p. (ACP-1958-Conn.) f+ 
@ Item 10: 
L. C. card 56-37555 A 90.8 : C 76/958 


—— Delaware; Oct. 1957. [1957.] [2]+27 p. (ACP-1958-Del.) f 
@ Item 103 
L. C. card 56-87555 A 90.8 : D 37/958 


—— Illinois; Oct. 1957. [1957.] ii+22 p. (ACP-1958-Il.) tf @ Item 
103 
L. C. card 56-37555 A 90.8 : 116/958 
——Montana; Oct. 1957. [1957.] ii¢+23 p. (ACP-1958—Mont.) f 
@ Item 103 
L. C. card 56-87555 A 90.8: M 76/958 


——Nevada; Sept. 1957. [1957.] iii+25 p. (ACP-1958-Nev.) 7 
@ Item 103 
L. C. ecard 56—37555 A 90.8: N 41/958 


—— North Dakota; Sept. 1957. [1957.] ii+21 p. (ACP-1958-N. Dak.) 
+ @ Item 103 
L. C. card 56-37555 A 90.8: N 814/958 


—— Oklahoma; Sept. 1957. [1957.] iv+32 p. (ACP-1958—-Okla.) f 
® Item 103 
L. C. card 56-37555 A 90.8 : Ok 4/958 


—— Rhode Island; Sept. 1957. [1957.] ii+22 p. il. (ACP-1958-R. IL.) 
7 @ Item 103 
L. C. card 56-37555 A 90.8: R 34/958 


Texas; Oct. 1957. [1957.] ii+28 p. (ACP-195S8-Tex.) f @ Item 
103 
L. C. card 56-837555 A 90.8: T 31/958 


—Utah; Oct. 1957. [1957.] ii+80 p. il. (ACP-1958-Utah.) 7 
@ Item 103 
L. C. card 56-87555 A 90.8: Ut 1/958 
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AGRICULTURAL MARKETING SERVICH, Agriculture Dept. 


Agricultural outlook charts, 1958. Nov. 1957. cover title, 100 p. il. oblong 
8° (Agricultural Research Service.) * Paper, 50c. @ Item 18-B 
L. C. card 48-32975 A 88.8/3 : 958 


AMS (series). + A 88.40: (nos.) 


15, supp. 6. Supplement to List of plants operating under poultry and oultry 
roducts ins tio and grading programs, revised June 1957 7 sae ni5) 
Bec. 1, 1957. es of fe 4p. 4° ({( oultey et ae [Frees d.] 

85. Production ate of farm operators, tates, 194 Revised 1957. 
Oct. 1957. } frre p. 4) (Agricultural Economics Division, Farm 
Income Branch, Processed 
L. C. eard 57-6218 

203. Fiber and bate on test results for some varieties of eayen pews, by 
selected cotton improvement groups, crop of 1957, supp. repared 
Standards and Testing Branch. ov. 20, 1957. 24 p. 4° 1 otton Dive. 
sion.) ewesssenen. J 

Same, supp. 8; pre Jed in Standards and Testing Branch. Dec. 5, 1957. 
16 p. 4° (Cotton ivision.) [Processed.] 

Same, supp. prepared in Standards and Testing Branch. Dec. 18, 1957. 
15 p. 4° ‘Cotton ivision.) [Processed.] 

218. Observations of effect of packaging temperature of nonfat dry milk on insects 
in containers; by F. O. Marzke and R. J. Dicke. Nov. 1957. 7 p. 4° 
[ Processed. ] 


Citrus fruits by States, 1955-56 and 1956-57, production, use, value; 
{prepared by Reginal Royston, Irvin Holmes, and Earl L. Park]. Oct. 


1957. 8p.4° (Crop Reporting Board; FrNt 3-1 (57).) [Processed.] +¢ 
L. C. card 46—-13859 A 88.12/21 : 955-57 


Commercial apples, production by varieties, 1957 with comparisons. Nov. 
21, 1957. 12p.4° (FrNt 2-2-2 (11-57), Crop Reporting Board.) [Proc- 
essed.] + A 88.12/15 : 957 


1958 crop and livestock reports, content of reports and dates of release. 
Noy. 26, 1957. 12 p. 4° (Crop Reporting Board.) [Processed.] f 
A 88.33/2 : C 88/958 


Crops and markets, v. 34. 1957 edition. [1957.] cover title, 128 p. 4° 
[Text on p. 2 of cover.] * Paper, 70c. @ Item 21 
L. C. card Agr. 56-2 A 88.24/38 : 34 


Current agricultural trends, summary of comments by Oris V. Wells, ad- 
ministrator, Agricultural Marketing Service, annual meeting of National 
Association of Commissioners, Secretaries and Directors of Agriculture, 
Portsmouth, N. H., Oct. 3, 1957. [1957.] [6] p.+[7] leaves, il. 4° 
[Processed.] ft A 88.22: W 46/957 


Demand for farm products at retail and farm level, some empirical meas- 
urements and related problems; by Rex F. Daly. Oct. 1957. 23 p. il. 4° 
[Processed. Processed at joint meetings of American Statistical Asso- 
ciation and Econometric Society, Sept. 12, 1957, Atlantic City, N. J.] f 


A 88.2: F 22 
Honey production and stocks, Oct. 9, 1957. [Oct. 1957.] 2p. 4° (Crop 
Reporting Board.) [Processed.] f A 88.19/38 : 957 


New problems accompany new dimensions of milk markets, talk by H. L. 
Forest, director, Dairy Division, AMS, at annual meeting of New Eng- 
land Milk Producers Association, Boston, Mass., Oct. 31, 1957. [1957.] 
7 p. 4° [Processed.] f A 88.22: F 76/15 


Peanut stocks and processing, seasonal report, Aug. 1956—July 1957, revised, 
Milling season by months and season totals, 1989-40 [to] 1956-57. Washb- 
ington, D. C., Dec. 1957. [1]+8 p. 4° (Crop Reporting Board.) 
[Processed.] f¢ A 88.10/2-2 : 956-57 


Relationship of quotas to Federal milk orders, talk by H. L. Forest, direc- 
tor, Dairy Division, AMS, at annual convention of Milk Industry 
Foundation, San Francisco, Calif. Oct. 22, 1957. [1957.] 6 p. 4° 
[Processed.] ft A 88.22: F 76/14 
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GovERNMENT PUBLICATIONS 


Some factors affecting location of production for eggs and poultry, by 
Edward Karpoff. Oct. 1957. 8 p. 4° [Processed. Address given at 
annual meeting of Poultry Science Association, Columbia, Mo., Aug. 9, 
1957.) f A 88.22: K 14/5 


Vegetables, fresh market, 1957 annual summary, acreage, production and 
value of principal commercial crops by seasonal groups and States with 
comparisons. Dec. 17, 1957. [2]+56 p. 4° (Crop Reporting Board; 
Vg 2-2 (57).) + @ Item 24-E 
L. ©. card 57-60081 A 88.12/6-2: V 52/957 


Vegetables, processing, 1957 annual summary acreage, production and 
value of principal commercial crops by States with comparisons. Dec. 
17, 1957. [2]+16 p. 4° (Crop Reporting Board; Vg 3-2 (57).) [Proc- 
essed.] + @ Item 24-E 
L. C. card 57-62199 A 88.12/6-2: V 52/2/957 


AGRICULTURAL RESEARCH SERVICE, Agriculture Dept. 


ARS (series). f A 77.15: (nos.) 


20-5. Questions and answers on agricultural research in Department of Agricul- 
ture and State Agricultural Experiment Station. T1957] cover title, 
iv+44 p. il. 4° [Prepared in Office of Administrator, yt 
Relations. ] @ Item 25-B 

L. C. card Agr 57-827 

20-6. Tables for computing percentages for numbers 1 to 250. Oct. 1957. 

8]+75 p. 4° [Processed. These tables were a Ry by 


‘harles A. Clark in 1940 as ET-—172 of Entomology and Plant aran- 


tine Bureau.) + Biometrical Services, Agricultural Research rvice, | 


Plant Industry Station, Beltsville, Md. 
L. C. card 57-62186 ’ 
22-44. Scrapie. Oct. 1957. [2]+13 p. il. 4° (ARS special report.) [Proc- 


83-43. Lift-up fumigation chamber ; by M. McPhail and H. 8. Hensley. Dec. 1957. 
2 p. il. 4° = ( Entomology esearch Division and Plant Pest Control 
Division.]) [Processed.] 

84-1. s research : Plant explorations, ornamentals in southern Japan. Sept. 
57. cover title, i+55 p. il. 4° [Prepared in cooperation with Long- 
wood Gardens of Longwood roundation. Inc.] [Processed.] ft 

L. C. card Agr 57-331 

42-13. Preliminary report on tests of accuracy of milk scales; by D. R. Mackay, 
J. "4  uaeeaan and J. H. Book. Oct. 1957. 4+[4] p. il. 4° [Proc- 
esse 

43-47. Effects of acreage-allotment programs, 1954—55, detailed analysis for se- 
lected crops and areas; [prepared in Farm Economics Research Divi- 
sion]. Dec. 1957. cover title, 11+150 p. il. 4° [Text on p. 2 of cover.] 


L. C. ecard Agr 58-1 

43-58. Farm-mo a jeans pete by life insurance companies ; [by Betty A. Case]. 
Oct. 195 (3) +3 oP. il.4° [Processed.] 
L. C. card Agr 57-28 

43-61. Current “— ments Gol farm real estate market, Mar.—July 1957. Oct. 
1957. 4° 1. 4° D-47.) [Processed.] 

44-2. Chickens ie PIP hatchery seopply flock and their distribution b ar 
and varieties, 1945-46 and 1956-57. Revised Oct.1957. 4p. 
4° [Processed. Supersedes ARS 53-2. 

73-6. Publications and votens of Eastern Utilization Research and Development 
1 supp. 4, July—Dec. 1956. Aug. 1957. [1]+24 p. 4° [Proc 
esse 


Crops and soils research for future, talk by Karl S. Quisenberry, assistant 
administrator, Agricultural Research Service, Department of Agricul- 


ture, at annual staff conference, College Station, Tex., Oct. 17, 1957. 
[1957.] 7 p. 4° [Processed.] fT A77.10:Q4/7 


Facts about national poultry improvement plan. Oct. 1957. [2]+6 p. il. 
4° (Poultry Research Branch, Animal Husbandry Research Division.) 
[Processed.] 7 A 77.202: P 86/10 


Greenhouse techniques in forage crops research; [by V. G. Sprague]. 
[1957.] cover title, 28 p. 4° (Crops Research Division.) [Processed. 
Contribution of Regional Pasture Research Laboratory, Crops Research 
Division, ARS, USDA, State College, Pa., in cooperation with 12 North- 
eastern agricultural experiment stations.] tT A%72:G83 
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Outlines of presentations at dairy programs round table, Nov. 8 and 29, 
1956 and Jan. 10,1957. Washington, D. C., 1957. [6]+45 p.4° (Bast- 
ern Utilization Research and Development Division.) f A77.2:D14 


Plant disease reporter supplement. (Plant Disease Epidemics and Identi- 
fication Section.) fT 


248. Some. new and impectent lant disease occurrences and developments in 


ited States 1956; [compiled by Nellie W. Nance]. Nov. 15, 1957. 
{1} +101-140 Me il, 4° Crops Protection Research Branch, Pe Indus- 
try Station, Beltsville, .]) [Processed.] A 77.512 : 248 


Regulations governing meat inspection of Department of Agriculture, as 
contained in title 9, chap. 1, subchap. A, Code of Federal regulations, 
1949 edition, cumulative pocket supplement issued thereto, and amend- 
ments issued Apr. 17, 1957 (22 F. R. 2656) and June 1, 1957 (22 F. R. 
3848). Edition of Dec. 1957. 1957. iii+226 p. il 12° (Meat Inspec- 
tion Division.) t @ Item32 


L. C. card Agr 57-333 A 77.206 : M 46/957 
Research achievement sheet R. A. S. (series). [Processed.] Tf 
A 77.7: (Nos.) 
192. System of analysis for phcephorss ot tel pa in plant materials developed 
th reference data]. Nov. 1957 


193. Progietion of solubilities aids research on Ntilization of fats and oils [with 
reference data.] Nov.1957. [2] p. 4° 

Role of publicly supported agricultural research in future society, by Byron 

T. Shaw, administrator, Agricultural Research Service, Department of 

Agriculture, at 75th Anniversary *4 a New York State Agricul- 

tural Experiment Station, Geneva, N. Y., Oct. 4, 1957. [1957.] 5 p. 4° 

[Processed.] 7 A 77.10: Sh 2/52 


Toward meeting soil and water conservation research needs, response of 
Agricultural Research Service to report submitted by Soil Conservation 
Service, 3; [with bibliographies]. Dec. 1, 1957. iv+165 p. 4° ¢ 
@ Item 26 
L. C. card 56—-60336 A 77.2: So 3/957 


AGRICULTURE DEPARTMENT 


Notg.—Requests to the Department of Agriculture for publications should include 
the NSDA number if given in the entry. 

[Address by Secretary of Agriculture Ezra Taft Benson at Harvest Day 
Festival, Nashville, N. C©., Oct. 14, 1957.] [1957.] [2]+14 p. 4 
(USDA 3079-57.) [Processed. Includes highlights of talk.] f¢ 

A 1.40: B 44/198 


[Address by Secretary of Agriculture Ezra Taft Benson at National 
Mechanical Corn Picking Contest, Sioux Falls, 8. Dak., Oct. 10, 1957.] 
[1957.] [1]+15 p. 4° (USDA 3033-57.) [Processed. Includes high- 
lights of talk.) {¢ A 1.40: B 44/197 


[Address by Secretary of Agriculture Ezra Taft Benson before Fayette 
County Farm Bureau, University of Kentucky, Lexington, Ky., Oct. 22, 
1957.] [1957.] [1]+16 p.4° (USDA 3153-57.) [Processed. Includes 
highlights of talk.] + A 1.40: B 44/200 


[Address by Secretary of Agriculture Ezra Taft Benson before National 
Association of Commissioners, Secretaries, and Directors of Agriculture, 
Portsmouth, N. H., Oct. 2, 1957.] [1957.] [1]+16 p. 4° (USDA 
2925-57.) (Processed. Includes highlights of talk.] + 

A1.40: B 44/196 


[Address by Secretary of Agriculture Ezra Taft Benson before National 
Association of County Agricultural Agents, Boston, Mass., Oct. 15, 1957.] 
1957.] [1]+18 p. 4° (USDA 3077-57.) [Processed. Includes high- 
lights of talk.] 7 A 1.40: B 44/199 


*For Sale by Superintendent of Documents 
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GOVERNMENT PUBLICATIONS 


Agriculture handbook. @ Item 3 


91. Sapient for 1956 to Measuring supply and utilization of farm commodities. 
cover title, 52 p.4° (Agricultural Marketing Service.) [Issued 

with perforations.] * Paper, 35c. 
L. C. card Agr 56-102 A 1.76 : 91/supp.956 


Agriculture information bulletin. © Item 4 


178. Pesetees, facts for consumer education [with lists of references; pre 
4 Lillian J. Fincher and Beatrice M. souptiey } [Dec. 1957.] aks 
30 p. il. 4° ({Household Economics Research Division, Institute of Home 
Economics, re Research Service.]) * Paper, 20c. 
L. C. card Agr 5 A1.75:178 


Cooperation for better om in rural areas, [by] Harry J. Reed, coordina- 
tor, rural development program. [1957.] 4 p. 4° (USDA 3166-57.) 
{[Processed. Notes used in address before Virginia-North Carolina Rural 
Development Conference, Asheville, N. C., Oct. 23, 1957.] + A140: R25 


Farm and city people, partners in progress, [Kealm of the wild, River 
run, Smokey Bear], True D. Morse, Under Secretary of Agriculture, and 
president, Commodity Credit Corporation, notes used in program pre- 
sented before Washington Club, Washington, D. C., Oct. 24, 1957. 
(1957.] 4p. 4° (USDA 8158-57.) [Processed.] + A 1.40: M 83/90 


Farmers’ bulletins. @® Item 9 A1.9: (nos.) 


1956. Growing the transplant onion cr ay A. Jones, B- A. Perry and G. N 
Davis}. [Revised Nov. 19971 1357) 27 f/ ({Crops Research 
Division, Agricultural Research Service.]) [ repared in cooperation 
with Winter Garden Experiment Station, Texas Agricultural Experi- 
* Pe — and California Agricultural Experiment Station.) 

aper, 
L. C. mel rr zr 57-806 

2112. Producing an harvesting grass seed in Great Plains; [by H. W. Cooper, 
James Smith, jr., and M. D. Atkins}. [Nov. 1957.) {2]+30 il. 
{Supersedes Farmers’ bulletin 1985, Seed for regrassing Great Plains 
areas.} * Paper, 15c. 

L. C. card 57-304 


Home and garden bulletin. @ Item 11 


24. Clothes moths and carpet beetles, how to combat them ; [prepared by Stored- 
Product Insects Section, Biclogical Sciences Branch, Agricultural Marketin 
Service]. [Apr. 1953, slightly revised Sept. 1957.] {1957.] 12 p. il. 
[Some of the illustrations are colored.] * Paper, 15c. A 1.77: 24/38 


Home economic research report. @ Item 11-B 


8. Essentials of adequate diet, facts for nutrition programs; [prepared by Louise 
Page and Esther F. Phipard). [Nov. 1957. {2})+21 p. il. 4° (Agricul- 
tural Research Service.) [Supersedes Agriculture information bulletin 160, 
Nov. 1956.] * Paper, 15c. 

L. C. eard Agr 57-310 A1.87:3 


Leaflets. @ Item 12 A1.35: (nos.) 


220. Storage of Wapetats seeds ; [by Eben H. Toole]. Slightly revised Sept. 1957. 
{1957.) 8 p. il. ({Crops Research Division, Agricultural Research 
Service.]) * Paper, 5c. 

821. What to do when your home freezer stops ; eat Ot by Evelyn B. Spindler.] 
Mar. 1952, slightly revised Sept. 1957 {1957.] [6] p. iL. narrow 8° 
(Federal Extension Service.) * Paper, 5c. 

852. Feeding molasses to livestock ; paveree Kd Sa oe ty L. Walker]. ([Oct. 
1953, slightly revised Oct. 195 -) [1957 8 p. il. * Paper, 5c. 

421. Mesquite control on comerwesters, ‘angeland ; [by H. G. Reynolds and F. H. 
Tschirley }. Oct. 1957. selee ([ Forest Service and Agricultural Re- 
search Service.]) | Sapere es Leafet 234, Control of mesquite on south- 
western range. suum © 
L. C. card Agr 7-30 

422. Spotted alfalfa aphid, te to control it; [prepared by Entomology Research 
Division, Agricultural Research Service]. [Nov. 1957.] 8 p. il. [Some of 
the illustrations are colored.) * Paper, 5c. 

L. C. eard Agr 57-828 

425. Rolled-towel seed tester for corn; [by Paul E. Hoppe]. [Nov. 1957.] [8] p. 
il. narrow 8° ([Crops Research Division, Agricultural Research Service. fj 
cpagesennes Farmers’ bulletin 948, Rag-doll seed tester, its use in deter- 
mining what ears of corn are fit for seed. ] * Paper, 5ce 


Marketing research reports. @® Item 13-B A 1.82: (nos.) 


193. Marketing Sane es for California long white potatoes sold in Los Angeles, 
Chicago and New York 18 during 1956 season ; [by Joseph C. Podany]. 
[Nov. 1957.] ee ¥ 
Research Division.) ape 
L. C. ecard Agr 57-326 


— Marketing Service, Marketing 
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Marketing research reports—Continued 


202. Wage factor in retailing meat in 4 cities, ppety of marketing of agricultural 

geodaes 5 [by Imogene Bright] {1957.] iv+40p. il. 4° (Agricultural 
arketing Service, Market 3) Research Division.) * Paper, 25c 

L. C. ecard Agr 57-307 

203. Homemakers’ use of and opinions about peanuts and tree nuts; [by Margaret 
Weidenhamer)]. [Nov. 1957. cover title, 1i1+100 p. 4° (Agricultural 
> Penon foe Service, Marketing Research Division.) [Text on p. 2 of cover.] 

a 

% ¢ on = 57-319 


Miscellaneous publications. @ Item 13—-A A138: (Nos.) 


219. Treat seed grain; [by R. W. Lene}. Revised Oct. 1957. [1957.] 8 p. il. 
narrow 8° * Paper, 5e. @ Item 13-A 
L. C. card Agr 57-323 

741. Farm- ——e spreads for food predate, costs, prices [with bibliography ; pre- 

ared by Forrest E. Scott, Kathryn Parr, and Harold Rabinowitz]. Nov. 

957. iv+165 p. il. 4° (Agricultural Marketing Service, Marketing Re- 
search Division. p (Supersedes Miscellaneous publication 576, Price sees 
between farmers and consumers for food products.] * Paper, $1.00 
@ Item 13-A 
L. C. eard Agr 57-824 

745. Proceedings of Nutrition Education Conference, Apr. 1-8, 1957, Washington, 
D. C., theme, Increasing effectiveness of nutrition education ; {prepared by 
staff of Institute of Home Economics in cooperation with staff of other 
sponsoring agencies]. [Nov. 1957.] cover title, [2]+74 p. il. 4° ft 

a L. C. card Agr 58-4 

746. Levels of living of U. 8S. farm families, selected annotated references, 
1940-55 ; compiled by Janet R. Stanton and Robert R. Mount. Nov. 1957. 
cover title, 52 B: 4° (Agricultural Marketing Service [Farm Population 
and Rural Life ranch, 1 > Economics Division].) [Text on p. 2 
and 3 of cover. ‘} s Paper, 35c. 
L. C. card Agr 57-829 


Rural development in action, True D. Morse, Under Secretary of Agricul- 
ture, and president, Commodity Credit Corporation, notes used in ad- 
dress before Virginia-North Carolina Rural Development Conference, 
Asheville, N. C., Oct. 23, 1957. [1957.] 5 p. 4° (USDA 3143-57.) 
[Processed.] Tf A 1.40: M 83/89 


Statistical bulletins. A 1.34: (Nos.) 


219. [Dairy and poultry market statistics, 1956, annual summary of market sta- 
tistics col a and compiled by dairy and popitry market news offices], 
an Nov. 6, 1957. 1p.4° (Agricultural Marketing Service.) [Proc- 


ssed.] 
220. Cotton quality statistics, United States, 1956-57. Nov. 1957. (3) +00 Pp. 
4° (Agricultural Marketing Service.) * Paper, 35c. @ Item 1 
L. C. card 51-37228 


Technical bulletins. © Item 16 A1.36: (Nos.) 


1166. Summary of research experience with stubble-mulch farming in Western 
States [with list of epatase cited] ; by A. W. *ingg and C. J. Whitfield. 
Vans 1957.) [(2])+56 = ({ Soil and Water Conservation Research 
Jivision, Agricultural esearch Service.]) -—) in cooperation 
with State Agricultural Experiment Stations.] aper, 30c. 
L. C. card Agr 57-305 
1170. North American subspecies of Culicoides variipennis (Diptera, Heleidae) 
{with list of references] ; by Willis W. Wirth and Robert H. Jones. ([Oct. 
1957.) iii+35 p. il. ([Agricultural Research Service.]) * Paper, 15c. 
L. C. card Agr 55-303 
2. Effect of some crop rotations on wireworm populations in irrigated lands 
{with list of literature cited]; by K. E. Gibson [and others]. [Jan. 
1958.] [2]+19 p. il. ({Agricultural Research Service.]) [Prepared 
in cooperation with Washington Agricultural Experiment Station.) 


+1 
=) 


11 


L. C. card Agr 58-3 A1.36:117 
1174. Chickweed control in alfalfa [with list of literature cited; by Richard 7 

Aldrich}. [Dec. 1957.] [2]+14 p. il. ({Agricultural Research Serv- 

ice.]) [Prepared in cooperation with New Jersey Agricultural Experi- 

ment Station.) * Paper, 10c 

L. C. card Agr 57-320 


AGRICULTURE DEPARTMENT LIBRARY 


Library lists. [Processed.] Tf A17.17: (Nos.) 
25. Available Ley = gr hies and lists. [Revised edition.] Dec. 1957. 1 p. 4° 
C. ecard Agr 46-109 


63. Small he ey + on list of references ; [compiled by Nellie G. Larson). 
) 
= ra ecard Agr © eS: 317 
*For Sale by Superintendent of Documents 


@For Sale by OTS, Commerce Dept. 
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GOVERNMENT PUBLICATIONS 


AIR FORCE DEPARTMENT, Defense Dept. 


AFOCRC technical note TN (series). (Air Force Cambridge Research 
Center.) [Processed.j] (Price upon application.) 


57-1. Further study of coteounts transmission with matrix patterns [with 
one reference ; vi Or Klemmer. Sept. 1957. [(1]+6 p. 4° (ASTIA 
document no. A 110008. SAG Y Applications Laboratory, Bolling 
Air Force Base, W ashington, t 
L. C. card 57-61636 D 301.45/4-2 : 57-1 


AFCRC technical report TR (series). 
57-225. See, below, Geophysical research paper 55. 


Air Force manual AFM (series). @ Item 421 D 301.7: (nos.) 
67-1. USAF supply manual: v. 5 [AF medical service supplies and equip- 
ment], amdt. 16; Dec. 16, 1957. [1957.] vi+ ~ ES a a 
in loose-leaf form. Supersedes Amendment 9, y 3 t 
Same: v. 6 [Accounting for lost, dama or destroyed Pety amdt. 
6; Nov. 29, — [1957.] ii+[(18] p. il. 4° [Issued in loose- 
leaf form. ] 
Same: v. 9 tMsteat defense assistance procedures], amdt. 29; Dec. 30 
[1957]. [1957.] {i+ [41] p. il. 4° [Issued in loose-leaf form.] ¢ 
67-3. See Army Department, Technical manual 743-200. 
71-1. See Army Department, Technical manual 38-230. 
177-1L. Accounting: Accounting system and procedures, Change; Nov. 1, 1957. 
{1957.] [258] p. il. 4° [Issued in loose-leaf form. Supersedes AFM 
177-1L, July 10, 1957.] ¢ 


Air Force pamphlet AFP (series). 
20-1-1. See Armed Forces Information and Education Office, DOD pamphlet 


34-10-10. See Armed Forces Information and Education Office, DOD pamphlet 
1-10. 
145-1-1. See Army Department, Department of Army supply bulletin 10-508. 


Development report AFPTRC-TN (series). (Air Force Personnel and 
Training Research Center, Air Research and Development Command, 
Lackland Air Force Base, San Antonio, Tex.) [Processed.] # (Price 
upon application. ) D 301.36/7 : (nos.) 


Nore.—Research reports and Development reports of the Air Force Personnel 
and Training Research Center are numbered in one consecutive series. 


57-106. rape -line troubleshooting trainer for complex electronic system: The 
C—2 trainer [with list of references] ; by Robert Stanton French & 
Lowell B. Martin. July 1957. vii+11 p. il. 4° (ASTIA document 
134227, project 7709, task 37301 ; Maintenance Laboratory, Lowry Air 
Force Base.) 
57-114. Mop. match method for assessment of navigator performance in radar 
bombing [with one reference] ; by Robert S. Daniel, cat G. Eason, 
& R. oF Dick. Aug. 1957. vi+16 p. 4° (ASTIA document 
134237, project 7711, task 47003, contract AF 18(600)-1052, Uni- 
versity of issouri ; Operator Laboratory, Randolph Air Force Base. ) 


Geophysical research paper. (Geophysics Research Directorate, Air Force 
Cambridge Research Center, Air Research and Development Command.) 


[ Processed. ] 


55. Preparation of mutually consistent magnetic on [with list of references ; 
by) P. Fougere, J. McClay. June 1957. [1]+1ii leaves+39-+-[4] p. 
il. 4¢ (AFCRC-TR-57-225; ASTIA document AD 117268.) #? (Price 
upon application.) 
L. C. card 57-62177 D 301.45/2 : 55 


Index of specifications and related publications (used by) Air Force, mili- 
tary index, v. 4. Oct. 1, 1957, revised Aug. 31, 1957. [1957.] cover 
title, iii+525 p. 4° (Air Research and Development Command, Wright 
Air Development Center, Wright-Patterson Air Force Base, Ohio.) 
{Semiannual with cumulative monthly supplements in intervening 
months. Issued with perforations.] * Paper, $2.00 (including basic 
index and 5 monthly cumulative supplements), 50c. additional for 
foreign mailing. @ Item 424—A. 

L. C. card 51-60932 D 301.28 : 957-2 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Page 8 tOfficial Use. Not Available 
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JANUARY 1958 


Research report AFPTRC-TN (series). (Air Force Personnel and Train- 
ing Research Center, Air Research and Development Command, Lack- 
land Air Force Base, San Antonio, Tex.) [Processed.] (price upon 
application. ) D 301.36/6: (nos.) 


Notge.—Research reports and Development reports of the Air Force Personnel 
and Training Research Center are numbered in one consecutive series. 
57-090. Intercorrelations among leadership criteria for population of Ae urge 
instructors; by Donald T. Campbell. June 1957. v-+ . es 
(ASTIA document vege i project 7713, task 77227 contract AF is 
(600)-—MO, potvecets t Chicago ; Operator Laboratory, Randolph Air 
Force Base, Tex.) ext on p. of cover.] 
57-100. Forced-choice and projection Laas gr ~ in attitude measurement [with 
list of references] ; Aaro Spector. July 1957. cover title, 
+ be 55-60 p. 4° (astra RE. 134221; [project 7730, task 
7303; Officer Education Research Tp oratery) [Reprinted from 
Personnel sycholo spring 1957, v. 10, no age 60 is left blank 
be used for somal’ 
57-109. Analysis of scoring ore for E-—4 fire control Gerteamance test Hg 
list of references Wilbur C. Miller & Joel Greene. Aug. 1957. 
vi+18 p. 4° ( sr: document 184230, project 7709, task 37303, 
contract AF 18 (600)-—1202, University of Denver; Maintenance 
Laboratory, Lowry Air Force Base, Colo.) 
57-110. Review of literature velatag Roreuaeneees @ and map-cyntins 
task of aircraft —s {with list of references] William Lichte 
[and others]. Aug. 1957. v+37 (ASTIA. document 134231, 
qoadent 7711, task 47001, contract Pe 18 600 )—1209, wagversity of 
issouri, Operator Laboratory, Randolph Air Force Base, Tex.) 


Specification bulletins. [Issued with perforations.] }~ D 301.19: (nos.) 


59. st mets to design and construction of air frames; July 1, 
1957 Nwright Patter p. 4° —e ay Wright Air Sieviien. 
ment center, ht-Patterson Air Force se, Ohio.) [Supersedes no. 

an 
Same, supp. 2; Oct. 1, 1957. [1957.] [1]+i+11 p. 4° (Headquarters, 
Wright ir Development Center i ost) -Patterson Air Force Base, Ohio.) 
(Supersedes Supplement 1, ‘Aug. 1 195 


WADC technical reports. (Wright Air Development Center, Air Re- 
search and Development Command, Wright-Patterson Air Force Base, 
Ohio.) [Processed.] D 301.45/5: (nos.) 


53-133, pt. 2. Theoretical inves tion of mechanism of transfer of materials 
th Bent, pperetny ene [with Selected peatlogran hy : by) Henry A. 
rsity of eat and Jules Pinsky, Plax Corpora- 
on Aug. 1955. eye 1 P- il. 4° (Materials Laboratory ; 
Contract (616-11 sd 7812, task no. 78127.) [Pages 
58 and 71 are numbered on one side of leaf only, the numbered 
sides bearing illustrations. Covers work conducted Apr. 1952- 
June 1954.) # Paper, $2.50 (PB 121194). 
55-187, pt. 2. Investigation into use of ~~ compounds as lubricant 
additives [with bibliography ; George B. Butler, O. Lee 
Louis A. Haynes, eninge Chemresearch, Inc. Feb. 
165 sean +18 p. 4° (Materials Laboratory, contract AF 
3 “61 pee. su Pementes — SI (55-1445), project 
7340.) Paper, Bde (PB 18122 
55-319. Weathering of glass-fabric-base plastic laminates; [by] Fred 
Werren and B. G. Heebink. io {2]+vi+49 p. il, 4° 
(Materials Laboratory ; why oy @ Paper, $1.75. 
56-399. Polymer evaluation handbook with bibiva aphy ; A D: Cc. H. Adams 
and others}. Nov. 1996.- (2] + villi iP 110 ° (ASTIA 
ocument 110557; Materia ot Contract AF 383 
(616-3034, Project 7840). @ Paper, $3.00 (PB 121870). 
56-543. Analysis of thermal Bro eber of pouste laminates, cores 
sandwich nels: tby bert F. eee: Jan. 1957. Est 
. = 4e i Le AD 1107 Materials Laboratory, 
Project 73 5 wih 50c. (PB 121882). 
56-568. Survey of —S knowled, of mechanisms of action of 
flame-extinguishing agents [with bibliography; by] Raymond 
Friedmen and Joseph B. Levy, Atlantic Research Corporation, 
Alexandria, Va. Jan. 1957. (2)+v+94 p. 4° (ASTIA docu- 
ment AD 110685; a} ment Laborator  aantenat AF 83 (616)- 
3527, task 61331.) aper, $2.50 (P. "121858 ). 


AMERICAN BATTLE MONUMENTS COMMISSION 


Normandy American Cemetery and Memorial. 1957. 22+-[2] p. il. [In- 
cludes American military cemeteries and memorials of World War II.] 
t @ Item 1050 Y3.Am3:N78 


*For Sale by Superintendent of Documents 
@For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries Page 9 
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GovERNMENT PUBLICATIONS 


Sicily-Rome American Cemetery and Memorial. 1957. 22+ ([2]p.il. [In- 
cludes American military cemeteries and memorials of World War II.] 
t @ Item 1050 Y¥3.Am 8: Sil 


AMERICAN ETHNOLOGY BUREAU, Smithsonian Institution 


Bulletin. 


164. Angnrcpciagien papers nos. 49-56 [with 9 hies}]. 1957. x-+3855 p. 
il. 1 pl . of pl. [Also issued as H. 50, S4th Cong., 2d sess.) 
* Paper, * 5. Item 913 
L. C. card 38-26823 SI 2.3: 164 


APPRENTICESHIP AND TRAINING BUREAU, Labor Dept. 


Apprenticeship and training standards for draftsmen, developed and 
adopted by American Federation of Technical Engineers and recognized 
by Bureau of Apprentices and Training. 1957. cover title, 23 p. il. 
[Text on p.2o0fcover.] + @ Item 748 
L. C. card L 57-64 L 23.2:D78 


AREA DEVELOPMENT OFFICE, Commerce Dept. 
Area development aid: Area trend series. @ Item 130-B 


1. Central business districts and their metropolitan areas, summary of geographic 
shifts in retail sales growth, 1948-54; by Murray D. Dessel. Nov. 1957. 


14+ [1] p. il. 4° * Paper, 10c. C 45.18:1 

——— Industry trend series. ® Item 130-B C 45.8/2: (nos.) 

5. wei — in machinery (except electrical). Oct. 1957. 16 p. 4° 
aper 


6. Growth | industries in wood products and furniture. [Nov. 1957.] 10 p. 4° 


r, Se. 
wi Growth "Teductries in transportation equipment. [Nov. 1957.] 7 p. 4° 
* Paper, 


ARMED FORCES INFORMATION AND EDUCATION OFFICE, 
Defense Dept. 


DOD pamphlets. ®@ Item 312-A D 2.14: (nos.) 


1-7. Our Pesta of Defense. [1957.] 14+(2] p. il. 4° ({Army Dept. 
wary 21-92 ; [Navy De c NAVPERS 92431 ; [Air Force Dept.] A 
20-1- 5 pene Corps] N C1138.) ¢ 
1-10. Code of u Senees man ; iSept. 28,1957). [1957. {16) p. il. ([{Army 
Dept., DA pamphlet 355-106 ; Navy Dept., NAVPERS 92483; Air Force 
y Pacer ae eee pamphlet 84-10-10; Marine Corps, NAVMC 1154. })) 


L. C. a, 37-61687 
ARMY DEPARTMENT, Defense Dept. 


Army procurement procedure; Nov. 1957. [1957.] cover title, viii+ 
[653] p. 4° [Issued in loose-leaf form.] * Paper, $3.25. ©@ Item 327-A 
D 101.6/4 : 957 


—— Changes 1; Nov. 22, 1957. [1957.] 2 p. 4° [Issued in loose-leaf 
form.] * Paper, 5c. @ Item 327-A D 101.6/4: 957/ch.1 


Army regulations AR (series). [Issued with perforations.) © Item 323 


672-—5—2. Decorations and awards: Illustrations of decorations, Changes 1 ; ; Aue 1, 
1957. [1957.] 2p. iL [Illustrations are colored.) * Pap 
D101.9: O12 eS 2y ch. 1 


Civilian personnel pamphlet. [Issued with perforations. ] 


43. Management improvement through executive development [with yy bib- 
liography of management books]. 1957. cover title, iv+32 BS fe. é: 4 


Department of Army supply bulletin SB (series). 
10—508. List of authorized subsistence articles for issue and sale in commissaries 
and commissary stores; Oct. 16, = {1957.] 23 p. (Air Force 
Dept.; Air Force amphlet 145-1- 1.) [Issued with peergtess. 
Supersedes SB 10—508, Oct. 14, 1954, including Chengee 1 and 2, Apr. 
8 and Sept. 7, 1956.) 01.15: 1050873 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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January 1958 


Pamphlets. @ Item 327 D 101.22: (nos.) 

20-21. Army school catalog, Changes 16-19 ; Nov. 5-21, 1957. [1957.] var- 
ious paging. [Issued in loose-leaf ‘form. t 

20-302. Motion economy through use of operation charts, pee -machine charts ; 

Oct. 1957. 1195 7) cover title, 1s p. il 4° [Supplements 

AR 1-65 and DA Pam 20-300 and Pam 20-301 1.) * Paper, 25c. 

21-92. me Armed Forces Information and Education Office, DOD pamphlet 


355-106. See Armed Forces Information and Education Office, DOD pamphlet 


715-—50—-17. Procurement — 1 service ; Nov. 15, 1957. [1957.] 12 p. [Issued 
with perfora ae } ¢ 

715-—50—-18. Procurement ie 1 service; Dec. 2, 1957. [1957.] 12 p. [Issued 
with perforations.] t 


57 progress, United States Army reports. [1957.] cover title, [32] p. 
il. 4° [Text and other illustrations on p. 1-4 of cover.] {t @ Item 
327-B 
L. C. card 57-61055 D 101.50 : 957 


Technical manual TM (series). D 101.11: (nos.) 


10-401. Army food advisor [adviser, with list of references]; Mar. 1957. 
{1957.] cover title, 32 p.4° (Supersedes TM 10-401, Apr. 14, 1948, 
and certain oe eee.) * Paper, 25c 
L. C. card 57-6 

10-401. Same, Changes 1; Nov. 8, 1957. [1957.] 2p.4° * Paper 1g 

11-662. Basic theory and ‘application of electron tubes, Chan as . 8, 1955. 
{1957.} 8 p. iL ll [Corrected copy.} * Pa per, 5c. © Item 329 

38-230. sae ts packaging, and Sofhine of military ya and equigment. 

vised a 199.) Lids vill+326 p. il. 4° (Nar pt) 
EVERO P-938 A Me. ‘dist {Air Force Dept.] AF 
[Seals of Swar Office, Navy Department, and Air Force Department 
appear on title page. Issued with perforations.]) * Paper, $1.75. 
@ Item 329 
L. C. card 57-60075 
743-200. Storage and materials handling ; June sees, 1957.] cover title, [618] 
. 4° (Navy Dept., NA BANDA, pub 84, Air Force Dept., Air 
Force manual 67-3, arine Corps, NA 7MC 1101. ) [Reprint contain- 
all added and revised pages issued through May 1957. Issued 
in oose-leaf form. * Paper, $3.00. 
L. C. ecard 57-60076 


ATOMIC ENERGY COMMISSION 


AEC research reports. Y 3.At 7 : 22/ (letters-nos. ) 


ABC-—tr-3024. On production of mesons in nucleon-nucleon collisions and 
nucleon structure [with list of literature] ; by E. G. Bubelev. 
1956. ti+13p.il.4° (Laboratory of Theoretical Physics, 
Joint Institute for Nuclear Research (USSR). Processed. 
Translated from publication of Joint Institute for Nuclear 
Research, U. 8.8. R.} @ Paper, 50c 

AECU-38481. Development of design criteria for waste stabilization ponds, 
final report [with agg an A by E. R. Hermann, B. F. 
Gloyna. Mar. 1, 1957. cover title, fli-ix+154 p. il. 4° 
(Sanitary Engineering Laboratories, University of Texas, 
Austin, Tex.) [Processed.] # Paper, $1.00. 

ABCU-3484. Fast Geiger-Mueller —— literature review to May 1947 
{with bibliography]; by W. Wayne Meinke. May 1957. 
v+34 p. il. 4° duntlereiiy of Michigan, Ann Arbor, 
Mich.) [Processed.] # Paper, 30c. 

AECU-3500. Formation fields and current efficiencies in anodic oxidation of 
zirconium, direct comparison of high-potential formation 
fields with those derived from low-potential charging curves 

with rd of i by George B. Adams, jr., Tien- 

huey Lee, Pierre Van Bysselberghe. 1957. ii +38 p. il. 

4° (University of Oregon, Bugene, Oreg.) [Processed.) 
+ Paper, 30c 

AECU-3661. Sealing of zirconium and zirconium alloys, technical peoques 
report 1 [with list of references]; by J. A. Burka, 
Crouse, R. E. Swift. Aug. 1957. vit 40 p. il. 4¢ (Ken- 
tucky Research Foundation, University of * ened: Lex- 
ington, Ky.) [Processed.] ¢ Paper, $1.2 

ANL-—5750. Thermochemical properties of oxides, fnorides, and chlorides 
to 2500° K [with lists of references]; by Alvin Glassner. 
1957.) iv+([1]+5+4 [65] p. il 4e }, tne National 

boratory, University of Chicago.) *Paper, 45c. 
@ Item 1051-C 

APAE-—20. Long-lived circulating activity » Army peckage Bs apuer reactor 
{with list of references]; by W. J. 

L. Aug. 28, 1957. sae p- i ie (Alco 
7m. Ine. Schenectady, N. Y.) [Processed.] 
® Paper, ‘$1.00. 


*For Sale by Superintendent of Documents 
#For Sale by OTS, Commerce Dept. 
@Sent to Depository Libraries Page 11 
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GovERNMENT PUBLICATIONS 


AEC research reports—Continued 


BNL-—3247. Pastuinesy | Sovten of 18 metal fuel reactor experiment. 
Apr. 30, 1957. vii 6 > ip 4° (Brookhaven National 
7 ty ~™. » wep rocessed.}] # Paper, 70c. 

CF-56—8—203. Low cost physics and RAM. poe reactor, reactor 4 


sign and feasibility = {with lists of references] ; 

R. A. Brown [and oth — fet Aug. 1956. vii+194 p. il. a 
Oak Ridge School of ae Technology, Oak Ridge, Tenn.) 
Processed.] * Paper, $5.50. 

HASL-2. Semi-empirical method of calculating energy-absorption build- 
up factor with an application to uniformly contaminated 
space having spherical boundaries [with — 5m ; 
by Keran O’Brien, Wayne M. Lowder, Leonard on. 
Oct. 14, 1957. [2]+15 p. il. 4° (Health and gg | Lab- 
oratory, New York Operations Office, New York, N. Y.) 
{Processed.] Paper, 50c. 

ISC-906. Tabulation, pay at tae, and structure of binary intermetal- 
lic compounds . = “ co r, silver and gold 

with list of rfetencel b lepfer [and others]. 
pt. 9, 1957. 48 hy Laboratory, Iowa State 
College.) mY, @ Paper, 30c. 

NAA-SR-1921. Theoretical calculation of attenuation of gamma radiation 
from Timans poo) oP pe reactor [with list of references] ; 
by R. L. Ashley, uncan, Aug. 15, 1957. 40 p. fl. 4° 
(Atomics International Division, North American Aviation 
Inc., Canoga Park, Calif.) [Processed.] Paper, $1.25. 

NYO—4753 (supp. 1). Annotated bibliography on long range effects of fallout from 
nuclear explosions (supp. 1 ; compiled by Allen G. Beare, 
Merril Eisenbud, John H. Harley. Nov. 1956. ete Te 
(New York Operations Office, New York, N. Y.) [Proc- 
essed.] © Paper, 20c. 

NYO-—7567. Distribution of bismuth nitrate from aqueous solutions to 
ethers and methyl isobutyl ketone (hexone) [with list of 
literature cited; by Arno H. A. Heyn, Gurupada Banerjee. 
July 22, 1957. 27 p. 4° (Boston University, Boston, 
Mass.) [Processed.] ® Paper, 75c. 

NYO-7708. Adaptation of new research techniques to mineral engineering 
roblems, progress Sal '3 {with one reference; by Project 
esearch Staff] 81, 1957. iv-+44 p. i. 4° (De- 

partment of Metallunny, Massachusetts Institute of Tech- 
nology, Cambridge, Mass.) [Processed.] # Paper, $1.25. 

RME-—1073 (rev.). Airborne radiometric survey in Lemitar-Ladron area, N. Mex. 
with list of references] ; by Glendon E. Collins, Burton C. 
mith. June 1956. (21 +10 p, il. 4° (Denver area office, 

Denver, Colo.) [Processed.] # Paper, 15c. 

RME-3151. Petrographical investigation of Salt Wash sediments, final 
report [with list of references] ; by John C. Griffiths. June 
25, 1957. [2]i+1-20a__21-3 . 4° (College of Mineral 
Industries, Pennsylvania State University, University Park, 
Pa.) [Processed.] # Paper, $1.25. 

TID-3510. Economics of nuclear power, literature search; compiled by 
Richard J. Smith. uly 1957. [(2]+7 p. 4° (Technical 
Information Service Extension, Oak Ridge, Tenn.) [Proc- 
essed.] % Paper, 15c. 

TID—5302 (rev.). PWR ey element specifications. [1957.] cover title, p. ili+ 
71 p. il. 4° (Atomic Power Division, Westinghouse Blectric 
Cotpesation, Pittsburgh, Pa.) [Processed. Page 71 on in- 
side of back cover.] % Paper, $2.00. 

TID—7015 (sec. 2). Oak Ridge National Laboratory master analytical manual ; 
prepared by ORNL Analytical Chemistry Division, Oak 
Ridge, Tenn. Nov. 1957. [8] leaves+317 p. il. 4° [Proc- 
essed. References interspersed. Issued with perfor- 
ations.] % Paper, $6.50. 

TID—7018. US research reactors; [prepared by Battelle Memorial Insti- 
tute]. n. p. Aug. 1957. cover title, ili-vi+73 p. il. 4° 


WENL-89 (v.1). Shielding ‘characteristics of air, soil, water, wood and other 
common materials: v. 1, Air scattering of gamma rays and 
neutrons [with bibliography] ; by Davis Spielberg. Feb. 
28, 1957. vii+146 p. il. 4° (Walter Kidde Nuclear Lab- 
oratories, Inc., Garden City, N. Y.) [Processed.] t 

WT-1179. Operation teapot, Nevada test site, Feb.-May 1955, Civil effects 
test group [report to test director] : Project 33.1, Biological 
effects of pressure phenomena occurring inside protective 
shelters following nuclear detonation [with list of refer- 
ences; by C. 8S. White and others]. Oct. 28, 1957. cover 
title, 219 p. fl. 4° ([{Lovelace Foundation for Medical Ed- 
ucation and Research, Albuquerque, N. Mex., Oct. 1956]) 
[Processed.] # Paper, $5.50. 
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JaNvuARY 1958 


AEC research reports—Continued 


WT-1181. Operation teapot, Nevada test site, Feb. —May 1955, Civil effects 
test group jrepert to test director] : Project 36.1 and 36.2 2, 
Exposure of mobile homes and emergency vehicles to nuclear 
explosions ; [by Ebe R. Shaw and Frank P. McNeal]. Aug. 
28, 1957. cover title, 53 p. il. 4° ([{Federal Civil Defense 
_ July 1957.]) [Processed.] @ Paper, $1.50. 


Prospecting for uranium, errata. [1957.] 1p. 24° + @ Item 1051 
Y 3.At 7:2 Ur 1/957/errata 


BUSINESS AND DEFENSE SERVICES ADMINISTRATION, 
Commerce Dept. 


Activities and services of Federal Government in distribution research, 
summary report; [prepared by Lelia M. Easson]. Sept. 1957. iv+60 
p. 4° [Prepared for President’s Conference on Technical and Distribu- 
tion Research for Benefit of Small Business. Supplement to remarks of 
Harry W. Ketchum, director, Office of Distribution.] * Paper, 40c. 
@ Item 215 


L. C. card 57-61665 C 41.2: D63 

Business service bulletin BSB rome [ Processed. ] C 41.3: (nos.) 

115. Basic information sources on coffee, cocoa, and tea ; compiled by Shandon D. 
Revised May 1957. Bitte 6 p. + Paper, 10e. 


ape. 
213. Summary of information on Water and sewerage works pressure pipe re- 
uirements [with list of one wh repared iy. Walter L. Picton and 
. Levie. June 1957. 7 p. il. 4° Paper, 
214. Foreign trade information on instrumentation in Mexico {with list of he 
lications] ; prepared by Catherine A. Trucios. Oct. 1957. 12 
t Paper, 1c. 
Catalog of technical reports CTR (series). (Technical Services Office.) 
[ Processed. ] 
21. Synthetic lubricants, 1937-57. [Revised Oct. 1957.] [1957.] 5 p. 
t Paper, 10c. C 41.21/38: 3172 


BUSINESS ECONOMICS OFFICE, Commerce Dept. 


U. S. investments in Latin American economy; [by Samuel Pizer and 
Frederick Cutler]. [1957.] cover title, [5]+194p.il. large 8° * Paper, 
$1.75. @ Item 227-A 
L. C. card 57-61664 C 43.2: L 34 


CENSUS BUREAU, Commerce Dept. 


Announcement and order blank for subject bulletins from 1954 Census of 
manufactures. [1957.] [2] p. oblong 8° folded into narrow 8° size. 
[Processed.] Tf C 3.24/10 : 954-2 


Annual retail trade report, 1956, sales by region, accounts receivable mer- 
chandise inventories. [1957.] 12p.il.4° * Paper,10c. @ Item 147-B 
L. C. card 55-60385 C 3.138/3 : 956/13 


1955 annual survey of manufactures, series MAS-—55. [Processed.] 


6. Fuels and electric energy purchased, by oe industry group. and by State, 
1955, 1954 and 1947. 5, 1957. . 4° + Paper c. 
C 8.24/9 : MAS-55-6 


1957 census of governments advance releases G-CGA (series). [Proc- 
essed. } C 3.145/2 : 957 (nos.) 
4. es and local government indebtedness. Dec. 1,1957. 3p.il.4° t Paper, 


5. Property tax assessments in United States. Dec. 16, 1957. 40 p. il. 4° 
+t Paper, 50c. 
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GOVERNMENT PUBLICATIONS 


1954 census of manufactures: [Special report] bulletin MC~—(series). 
@ Item 135 C 3.24/18 : 954/MC (nos.) 
801. Industry Cpeorinone. es ] v+04+6 4° * Paper, 60c. 

302. Maps: 1, United States Ue A -— vistons, States, and standard 
metropolitan areas; 2, we States, geographic 
divisions, States and Tye metropo _&: areas; 3, Industria Saas 
- 5, — or more manufacturing employees, 1954." {1957.]) 4p. 

* 
804. Consumption of steel] mill shapes and forms. [1957.] v+58p.4° * Paper, 


—— [State]- bulletin MC—(series). [Preprint from v. 3, Area statistics.] 
@ Item 137 OC 3.24/38 : 954/MC-~—(nos.) 
150. Alaska. [1957.] vi+13p.il.4° * Paper, 15c. 

151. Hawali. [1957.] vi+20p.il4° * Paper, 15c. 


—— [Subject] bulletin MC-(series). [Preprint from v. 1, Summary sta- 


tistics.] @ Item 135 C 3.24/12 : 954/MC-(nos. ) 
202. Employment and payrolls. Revised [edition]. [1957.] vii+22 p. 4° 
* Paper, 20c. 


209. Industrial water use. 52 p. il. 4e 
210. Selected materials Sy (198 i Frill} 56 Pp. - . deoed, 85c. 


Census of mineral industries: [Industry] bulletin MI—(series). [Preprints 
from v. 1, Summary and industry statistics. Statistics replace those in 
Preliminary reports for the industry.] @ Item 158 
14C. Dimension stone, limestone, » fpraaite, slate, marble, trap rock, sandstone, 

stone n. e. c. [1957.] 1ii+47 p. 4° * Paper, 30c. 
C 3.216 : 954/St 7/2 
14D. Crushed and broken stone ; limestone, granite, slate, marble, trap rock, sand- 
stone, crushed and broken stone, n. @ ¢. sates) vili+ 67 & 4° 
* Paper, 30c. 8.216 : 954/St 7/3 


(series). [Preprint from vy. 2, Area statistics. 
Statistics replace those shown in preliminary reports.] @ Item 158 
C 3.216/2 : 954/ (nos. ) 


128. New Hampshire. [1957.] viii+8 .- 4° * Paper, l5c. 
138. Rhode Island. [(1957.] viii+8 p. * Paper, 1 


Current population reports: Labor eoee series, P-5O. * Paper, $2.00 a yr. 
(including P-57, P-50, and P-60), 50c; additional for foreign mailing; 
single copies vary in price (1-3 yr. subs.). @ Item 142 

C 3.186: P-50/ (nos. ) 
77. Work experience of population in 1956. Nov. 1957. 20 p. 4° * Paper, 16c. 


78. Educational attainment of workers, Mar. 1957. Nov. 1957. 12 p. 4° 
* Paper, 10c. 


—— Population estimates, series P-25. [Processed.] 
C 3.186 : P-25/ (nos. ) 
168. Pepvitens) estimates of population of of States and selected cotying areas of 
United States, July 1, 7 , 1957. Sp. 4° ft A ig? » 
169. Previa estimates of population of United States, Jan. 1, 1950 to Nov. 
1957. Dec. 12,1957. 1p. 4° + Paper, 10c. 


—— Special censuses, series P-28. [Processed.] C 3.186: P-28/ (nos. ) 
1079. Special census of Orange, Calif., Sept. 26, 1957. Nov. 22, 1957. 1 p. 4° 
+ Paper, 10c. 
1080. Special census of Lower Soneaayye township, Pa., Oct. 15, 1957. Nov. 
22,1957. 1p.4° +t Paper, 10ce. 
1081. Special census of Whitehall, Pa., Oct. 9, 1957. Nov. 22, 1957. 1 p. 4° 
t+ Paper, 10c. 
1082. Special census of Radnor township, Pa., Oct. 18, 1957. Nov. 22, 1957. 
1p.4° f Paper, 10c. 
1083. Special census of El Cajon, Calif., Oct. 2, 1957. Nov. 22, 1957. 1 p. 4° 
t Paper, 10c. 
1084. Special census of Fullerton, Calif., Oct. 1, 1957. Nov. 25, 1957. 1 p. 4° 
t+ Paper, 10c. 
1085. Special census conducted by Bureau of Census in Steuben County, N. Y., 
Apr. 1, 1957. Nov. 25, 1957. 1p. 4¢ + Paper, 10c. 
1086. Special census of Johnson City. Tenn., Oct. 15, 1957. Nov. 25, 1957. 1p. 4° 
t Paper, 10c. 
1087. a 5 — of El Monte, Calif., Oct. 10, 1957. Nov. 26, 1957. 1 p. 4° 
2aper, 10¢ 
1088. Special census of Concord, Calif., Oct. 16, 1957. Nov. 26, 1957. 1 p. 4° 
t Paper, 10c 


208. Fuels and electric energ th ie {1957.) iv a 2 — * Paper, 20c. 
(1907.] 
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January 1958 


Current poptlation reports: Special censuses, series P-28—Continued 

1089. Special censuses mee by Bureau of Census between Apr. 1 and June 380, 
1957. Dec. 2,1957. 3p.4° t Paper, 10c. 

1090. air census of National City, Calif., Oct. 16, 1957. Dec. 19, 1957. 
ip * 4° + Paper, 10c. 

1091. Spee “4 at North og | * tana township, Pa., Oct. 80,1957. Dec. 20, 

; ° aper 
1092. Special ouen oft Swatara township, Pa., Oct. 28, 1957. Dec. 20, 1957. 


lp.4° t Paper 
1098. rs er). of of Warminster township, Pa., Oct. 29, 1957. Dec. 20, 1957. 
. 4° ape 
1004. Speck census of of Westminster, Calif., Oct. 29, 1957. Dec. 20, 1957. 1 p. 
° ‘a 
1095. Syeda co census of ‘hate Maria, Calif., Oct. 29,1957. Dec. 20,1957. 1 p. 4° 
a 
1096. Special « ot Fo nang of Andalusia, Ala., Oct. 31, 1957. Dec. 23, 1957. 1 p. 4° 
aper, 
1097. Spee “xr census of Marion, Ind., Oct. 17, 1957. Dec. 28, 1957. 1 p. 4° 
aper, 10c 
1098. Sessial canees. of State College, Pa., Oct. 28,1957. Dec. 23,1957. 1p. 4° 
t Paper, 10c 


Facts for industry: Apparel, 1956, preliminary report, [prepared by 
Martin L. Marimont and Shirley Kallek]. Oct. 10, 1957. 9 p. 4° 
(Series M23A-06.) [Processed.] 7+ Paper, 10c. 

C 3.158 : M23A-06/prelim. 


—— Communication equipment, 1956. Nov. 13, 1957. 3p.4° (BDSAF- 
363A-06.) [Processed. Prepared by Industry Division, Machinery and 
Equipment Branch.] f Paper, 10c. C 3.158: BDSAF-363A-06 


~—— Cotton, silk, and man-made fiber, woven goods finished, 1956; [pre- 

pared by Industry Division, Textile Branch]. Nov. 29, 1957. 5 p. 4° 
(Series M 22S-06 (formerly M 15G.) [Processed.] 7 Paper, 10c. 

C 3.158 : M 228-06 


—— Hardwood plywood, market shipments and inventories, summary for 
1956; [prepared by John J. Bartosiewicz]. Dec. 11, 1957. 5 p. 4° 
(Series M24F-06, formerly M13E.) [Processed.] 7 Paper, 10c. 

C 3.158 : M24F-06 


—— Iron and steel foundries and steel ingot producers, 1956, report on 
products shipped and materials used. Nov. 26, 1957. [2]+16 p. 4° 
(Series M21C-06.) [Processed. Prepared in cooperation with Mines 
Bureau, Interior Dept.] tf Paper, 15c. C 3.158 : M21C-06 


—— Office computing, and accounting machines, 1956; [prepared by In- 
dustry Division, Machinery and Equipment Branch]. July 1, 1957. 
3 p. 4° (Series M35R-06.) [Processed.] 7 Paper, 10c. 

C 3.158 : M35R-06 


—— Tire cord and tire cord fabrics, summary for 1956; [prepared by 
Industry Division, Textile Branch]. Dec. 3, 1957. 3 p. 4° (Series 
M22T.4-06.) [Processed.] 7 C 3.158 : M22T.4—06 


Typewriters, 1956, supp. 1; [prepared by Industry Division, Ma- 
chinery and Equipment Branch]. Dec. 3, 1957. 3 p. 4° (Series 
M35C-06 Supplement 1.) [Processed.] * Paper, 10c. 

C 3.158 : M85C—06/supp.1 





Schedule. 


B. Statistical classification of domestic and foreign commodities exported from 
United States, including numerically arranged classification of exports and 
alphabetic index and code classification of countries (schedule C), code 
classification of U. S. customs ha and ports (schedule D). Jan. 1, 
1958 edition. 1957. xxxv+([558] p. 4° [Prepar under supervision of 
J. Edward Bly. chief, Foreign Trae Division. Issued in loose-leaf form.] 


* Paper, $6.0 including supplemental bulletins and pages, $1.50 addi- 
tional for foreign mailing. @ Item 148 
L. C. card 24-27406 C 3.150: B/958 
State finances, 1957, G-SF57 (series). [Processed.] 
4. Detail of State tax collections in 1957. Nov. 21, 1957. 30 p. overn- 
ments Division.) + Paper, 25c. C8. 144° 957/4 
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GOVERNMENT PUBLICATIONS 


United States census of manufactures, 1954: v. 2, Industry statistics, 
employment, payroll, capital expenditures, value added, and related 
statistics by industry, quantity and value of individual materials used 
and products made; pt. 1, General summary and major groups 20-28. 
[1957.] xxv+[1051] p. il. 4°. [Prepared under supervision of Maxwell 
R. Conklin, chief, Industry Division. Volume 2 comprises 1954 census 
of manufactures industry bulletins, series MC-20A through MC-39E 
and related supplementary materials.] * Cloth, $7.00. @ Item 134 
L. C. card 57-61612 C 3.24: 954/v.2/pt.1 


—— pt. 2, Major groups 29-39. [1957.] xxv+([987] p. il. 4° [Prepared 
under supervision of Maxwell R. Conklin, chief, Industry Division. 
Volume 2 comprises 1954 census of manufactures industry bulletins, 
series MC-20A through MC-39E and related supplementary materials. ] 
* Paper, $6.75. @ Item 134 
L. C. card 57-61612 C 3.24 : 954/v.2/pt.2 


United States census of population, 1950: Special reports ; prepared under 
supervision of Howard G. Brunsman, chief, Population and Housing 
Division, report P-E (series). @ Item 160 
4C. Population mobility, farm-nonfarm movers, 1949 residence of population by 

age, marital status, education, employment status, wea pt 4 ——_ & 
come, ete. 1957. iv+244 p. il. 4° [Preprint of v. . =A 
* Paper, $1.50. Ba. 950-116 : 4 


HILDREN’S BUREAU, Health, Education, and Welfare Dept. 


Publication. 
361. See Public Assistance Bureau report 29. 


Research relating to children [studies in progress on research programs, 
physical and motor development, intelligence, behavior and personality, 
education, health services, social services, reported Mar. 1-July 31, 
1957]. [1957.] cover title, iii+142 p. 4° (Bulletin 6; [Clearinghouse 
for Research in Child Life].) * Paper, $1.00. @ Item 453-A 
L. C. card 52-60018 FS 3.220:6 


CIVIL AERONAUTICS ADMINISTRATION, Commerce Dept. 


CAA statistical handbook of civil aviation. [1957. edition] 1957. iv+ 
135 p.il. * Cloth lined paper cover, 60c. © Item 174 
L. C. card 57-61670 C 31.144: 957 


CAA story. [Aug. 1957.] [20] p. il. oblong 24° * Paper, 10c. @ Item 168 
C 31.102: C 49/5 


Civil aeronautics manuals: v. 2, supp. 15, Revisions to CAM 3 [Airplane 
airworthiness, normal, utility, and acrobatic categories], Oct. 1956, CAM 
8 [Aircraft airworthiness, restricted category], Nov. 1956, and CAM 10 
(Certification and approval of import aircraft and related products], 
Sept. 10, 1956; Nov. 15, 1957. [1957.] [13] p. il. 4° [Issued in loose- 
leaf form.) * Paper, $4.00 (including basic manual and supplementary 
service) ; $1.00 additional for foreign mailing. @ Item 170 
C 31.107/2 : 2/supp.15 


v. 6, supp. 4, Revision to Manual 40 [Scheduled interstate air carrier 
certification and operation rules] Apr. 1956; Dec. 2, 1957. [1957.] 
[6] p. 4° [Issued in loose-leaf form.] * Paper, $3.00 (including supple- 
mentary service) ; 75c additional for foreign mailing. @ Item 170 

C 31.107/2 : 6/supp.4 


Private pilot examination guide. [1957.] iii+48 p.+1 folded leaf, il. 4° 
{Accompanied by Cleveland sectional aeronautical chart for use with 
sample examination.) * Paper, 75c. © Item 172 
L. C. card 57-61606 C 31.106 : P 64/2 
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JANUARY 1958 


Quality control digest. 
1. Ultrasonic thickness measurement. Apr. 1, 1957. vi+14 p. il. 4° * Paper, 
20c. @ Item 170-A C 31.166: 
Specifications. [Processed.] + C 31.120: (letters-nos.) 
CAA-R-676a. Hybrid id wait, ILS; Apr. 15, 190. [1957.] 8 p. 2 pl. 4° [Su- 
persed: AA-R-676, Dec. 12, 1950. 
CAA-R-755b. amin) bee. and identification keyer, supp. 1; July 24, 1957. 


CAA-—R-929a. ar x Ri. phase control unit; May 28, 1957. [1957.]) 8 p. 
l. 4° (Supersedes CAA spec. CAA-R-929, Sept. 15, 1949.] 


CAA-—R-978b. mi mates: fron-core transformers and itt cal ( we electronic 
equi ment), om one. . 1; Oct. 10, 1957. [(1957.] 
CAA-R-1044a. Cathode-ray oscill (vhf), commercial type: Aug. 36, sa *8S*- 


jes?) yng p. res Supersedes CAA spec 

CAA-R-1111. Rectifier power supply, ILS; May 20, 1957. [1957.] [6]+1 p. 

CAA-R-1136. Poriable antenna mast, glide slope; Nov. 7, 1957. [1957.) 3 p. 
pl. 


CIVIL AERONAUTICS BOARD 


Accident investigation report: Alaska Airlines, Inc., Douglas C 54B—DC, 
N 90449 near Blyn, Wash., Mar. 2, 1957; adopted Oct. 31, 1957. [1957.] 
8+ip.4° (File 1-0018.) [Processed. Includes supplemental data.}] {¢ 

C 31.213 : B 629 


—— American Airlines, Inc., Douglas DC-7, N 316AA, near Memphis, 
Tenn., Mar. 5, 1957; adopted Nov. 7, 1957. [1957.] 6+ii p. 4° (File 
1-0040.) [Processed. Includes supplemental data.] f 

C 31.218 : M 519/4 


—— Columbia-Geneva Steel Company, Lockheed Lodestar, N 1245V, near 
Tyrone, Pa., Dec. 20, 1956; adopted Nov. 5, 1957. [1957.] 6+-ii p. il. 

1 pl. 4° (File 2-0065.) [Processed. Includes supplemental data.] + 
C 31.218 : T 984/2 


Civil air regulations amendment. [Processed.] f¢ 


20-5. Pilot and instructor certificates: Correction of error, effective Nov. 26, 
1957, adopted Nov. 26, 1957. [1957.] 1 p. 4° C31.209: 20/7/amdt.5 


CIVIL SERVICE COMMISSION 


Amendment to announcement 25 and its supplement, Federal service 
entrance examination, $3,670 to $4,525 a a. (grade GS-5 through 
GS-7.) Dec. 3, 1957. [1] p. oblong 48° 

CS 1.26 : 955/25/rev.957/amdat. 


Amendment to announcement 58B and its supplement, Agricultural re- 
search scientists, $4,525 to $10,320 a year (grades GS-7 through GS-14). 
Dec. 3, 1957. 1p. 4° [Processed.] ft CS 1.26: 956/58 B/amdt.-—2 


Amendment to announcements 118 and 119B, Student trainee (various 
optional fields). Nov. 26, 1957. 1 p. oblong 48° [Processed.] 
CS 1.26: 957/118/amdt. 


Amendment to announcement 128, professional nurse. Dec. 10, 1957. 1 p. 
oblong 82° + CS 1.26: 957/128/amdat. 


Amendment to announcement 129B, clinical social worker $4,525 to $8,990 
a year. Nov. 26, 1957. 1 p. oblong 48° [Processed.] fT 
CS 1.26: 957/129 B/amdt. 


Amendment to announcement 409, Landscape architect. Dec. 8, 1957. 
1p. 4° [Processed.] + CS 1.26: 954/409/amdat. 


Amendment to announcement no. 442B, positions in rural telephony, tele- 
phone specialist, $4,525 a year, field representative (telephone operations 
and loans), $4, ‘sas 390 a year. Dec. 10, 1957. 1 p. oblong 24° 

[Processed. ] CS 1.26 : 954/442 B/amdt.2 
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GOVERNMENT PUBLICATIONS 


Announcing examination for astronomer GS-5 through GS-15, salaries 
$4,480 to $11,610, announcement 133-B. [Navy DPPO Prnc., Washing- 
ton, D. C.] Dee. 10, 1957. 20 p. il. ([{Board of U. 8. Civil Service Exam- 
iners for Scientific and Technical Personnel of Potomac River Naval 
Command.]) [Processed. No closing date. X-—118 modified. Title on 
cover reads: Chart your future as astronomer in scientific laboratories 
of Federal service.] + CS 1.26: 957/133-B 


Announcing examination for editorial clerk, personnel clerk, statistical 
clerk, supply clerk, traffic clerk, $3,415 a year (grade GS-4), announce- 
ment 134. Jan. 8, 1958. 8 p. narrow 8° [No closing date.] + @ Item 
292 CS 1.26: 958/134 

Board of Civil Service Examiners, Federal Home Loan Eank Board, 
announces examination for savings and loan examiner (grades GS-7 
and GS-9), entrance salaries, $4,525 and $5,440 a year, announcement 
132 (B). Nov. 19, 1957. [1]+10+[1] p. narrow 8 [Processed. No 
closing date.] f CS 1.26: 957/132 B 


Civil Service Commission announces examination for correctional officer 
(male) $3,670 a year (grade GS-5), announcement 67 local. Jan. 8, 
1958. 6 p. narrow 8° [No closing date.] + @ Item 292 

CS 1.26/4 : 958/67 

Current Federal examination announcements, AN 2279, supplement H to 

issue 120, Oct.-Nov. 1957. [1957.] 1p.12° f @ Item 292 
GS 1.28 : 2279/120/supp.H 


—— supplement I to issue 120, Oct.-Nov. 1957. [1957.] 1 p. oblong 12° 
+ @ Item 292 CS 1.28 : 2279/120/supp.I 
Discontinuance notice for announcements 10-1-6(56) and 10—-1-8(56), 
Central Board of Civil Service Examiners, Bureau of Reclamation, 
Denver Federal Center, Denver, Colo., student trainee (civil engineer- 
ing), GS-4, $3,415 a year, engineer, GS—5 through GS-9, $4,480 to $6,115 

a year. Nov. 25, 1957. 1 p. oblong 48°. [Processed.] 
CS 1.26/4 : 956/10-1-6/notice 


Discontinuance notice for announcements 297 and 298, Research and 
development meteorologist, $5,440 to $7,570, Meteorologist, $4,345 and 
$4,525. Nov. 18, 1957. 1 p. oblong 48° [Processed.] 7+ 

CS 1.26: 951/297/notice 


Discontinuance notice for announcement 306, Offset duplicating press 
operator, $1.69 an hour. Nov. 19, 1957. [1] p. oblong 48° [Processed.] 
+ CS 1.26: 951/306/notice 


Guide for assembling new Federal personnel manuals; Sept. 3, 1957. 
1957.) [1]+13 p. 4° [Issued with perforations.] * Paper, 10c. 
@ Item 297 C8 1.7/2: M81 


Guide for observance of 75th anniversary of Civil service act of 1883. 
Washington, D. C., Nov. 1957. [1]+33 p. il. 4° + @ Item 297 (special 
offer ) 

L. C. card 57-62194 CS 1.7/2: C 49/5 


Pamphlet. @ Item 299 
80. Futures in Federal government, look at career opportunities offered — bh 
‘federal service entrance examination. [Sept. 1957.) [2] 
narrow 8° 7 CS 1.48: 30/7 
Technologist (various options), grades GS-7 through GS-15, amendment 
to announcement 402. [Nov. 19, 1957.] 2p. 4° 7 
CS 1.26 : 954/402/amdt.2 


United States Civil Service Commission announces examination for student 
trainee (forestry), $3,175 and $3,415 a year (grades GS-3 and GS-4) 
for duty with Department of Interior, Bureau of Indian Affairs, Bureau 
of Land Management, Department of Agriculture, Forest Service, an- 
nouncement 120B. Oct. 8, 1957. 6 p. narrow 8° [Closing date, Dec. 
16, 1957.] f CS 1.26: 957/120 B 
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JANUARY 1958 


COAST AND GHODBRTIC SURVEY, Commerce Dept. 


Annual report of director of Coast and Geodetic Survey, fiscal year 1956. 
[1957.] iv+71 p. il. [Processed.] f Paper, 40c. C 4.1: 956 


Journal, Coast and Geodetic Survey, sesquicentennial issue [1807-—1957, 
150 years of scientific progress], Oct. 1957, no. 7. [1957.] cover title, 
([3]+162 p. i. 4° * Paper, $1.25. @ Item 192-A C4.41:7 
Magnetograms and hourly values, MHV (series). [Processed. For offi- 
cial use.] f 
Co52. College, Alaska [with list of references], 1952. Washington, 1957. 
(2) + 187 p. il. large 8° 

L. C. card 55—61062 C 4.40/2 : Co52 

SJ 52. San Juan, P. R. [with list of references], 1952. Washington, 1957. 
4] +149 p. il. large 8° 

4 C. ecard 54-—61085 C 4.40/2: SJ 52 

United States earthquakes, 1955; by Leonard M. Murphy and William K. 
Cloud. 1957. iv+83 p. il. large 8° * Paper, 30c. @ Item 208 
L. C. card 3830-27161 C 4.25/2 : 955 


COAST GUARD, Treasury Dept. 


Mortar boards and shoulder boards. [1957.] [6; p. il. narrow 8° [Re 
lates to Coast Guard officer candidate program.] ft ®@ Item 934 
T 47.2:M 84 
COMMERCE DEPARTMENT 


Export control, 41st quarterly report [under Export control act of 1949], 
pd quarter 1957, to the President, Senate and House of Representatives. 
[1957.] cover title, iii+38 p. il. * Paper, 20c. @ Item 130 
L. C. card 47-46567 C 1.26: 41 

Location factors in petrochemical industry; by Walter Isard and Eugene 
W. Schooler. [1957.] cover title, 45+[60] p. il. 4° [Processed. Cover 
photograph, courtesy Foster Wheeler Corporation.] Paper, $3.00 
(PB 111640). 

L. C. card 57-61109 C 1.2: P 44 


COMMODITY STABILIZATION SERVICE, Agriculture Dept. 


Look at present situation, summary of remarks by Walter C. Berger, ad- 
ministrator of Commodity Stabilization Service and executive vice- 
president of Commodity Credit Corporation, Department of Agriculture, 
at Iowa State Corn Picking Contest, Washington, Iowa, Oct. 8, 1957. 
{1957.] 10 p. 4° (USDA 2923-57.) ([Processed.] 7 

A 82.24: B 45/3 

Remarks by J. E. Thigpen, director, Oils and Peanut Division, Commodity 
Stabilization Service, Department of Agriculture, at annual convention 
of Virginia-Carolina Peanut Association, Virginia Beach, [Va.], Oct. 11, 
1957. 9 leaves, 1 tab. 4° [Processed. Mr. Thigpen was unable to 
attend, and his remarks were read to convention by W. E. Jones.] 7 

A 82.24: T 34/8 
CONGRESS 
Note.—Alil reports, appropriation bills, etc., recorded under Congress and both 
houses of Congress are for the fiscal year unless otherwise noted. 

Congressional record, proceedings and debates of 85th Congress, Ist ses- 
sion, v. 103, pt. 1, Jan. 3-Feb. 1, 1957. [Permanent edition.] 1957. 
1-1420 p. 4° * Cloth, $4.75. @ Item 993 
L. C. card 12-36438 X.85/1 : 103/pt.1 

Memorial services held in Senate and House of Representatives, together 
with remarks presented in eulogy of Joseph Raymond McCarthy, late 
a Senator from Wisconsin, 85th Congress, Ist session. 1957. 353 p. 1 
por. + ®@ Item 1005 
L. C. card 57-61663 Y 7.1:M127 
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GOVERNMENT PUBLICATIONS 





Congressional serial set 


Norg.—At the end of each session of Congress the House and Senate documents 
and reports are accumulated into bound volumes comprising the Congressional 
serial set. No catalog entry is made for the volumes of the Serial set since the 
documents and reports contained therein have been previously listed in the 
Monthly catalog. 

The following bound volumes were sent to depository libraries during the period 
of this catalog: 


296 House document— 
no. 240, 85th Congress, 1st session, Congress and the monopoly problem, 56 
years of antitrust development, 1900-1956. @ Item 995-G 
297 Senate reports— 
nos. 2350-2510, 83d Congress, 2d session, Miscellaneous reports VI [Serial 
11732]. @ Item 1007 


ATOMIC ENERGY JOINT COMMITTEE 


298 Index to 1955-57 hearings on authorizing legislation. 1957. ii+10 p. 
(Joint committee print, 85th Congress, Ist session.) f 
L. C. card 57-62188 Y 4.At 7/2: Au8 


ECONOMIC JOINT COMMITTEE 


299 Automation and recent trends, hearings before subcommittee on economic 
stabilization, 85th Congress, Ist session, pursuant to sec. 5 (a) of Public 
law 304, 79th Congress, Nov. 14 and 15, 1957. 1957. iii+100 p. iL 
* Paper, 30c. @ Item 1000 
L. C. card 57-62190 Y¥ 4.Ee 7: Au 8/3 


300 National economic accounts of United States, hearings before subcommittee 
on economic statistics, 85th Congress, lst session, pursuant to sec. 5 (a) 
of Public law 304, 79th Congress, Oct. 29 and 30, 1957. 1957. iii+302 
p.il. * Paper, 7ic. @ Item 1000 
L. C. card 57-61645 Y¥ 4.Ec 7: Ac2 


301 = Policy for commercial agriculture, its relation to economic growth and 
stability [papers submitted by panelists appearing before subcommittee 
on agricultural policy at hearings to be held Dec. 16-20] ; Nov. 22, 1957. 
1957. xi+864p.il. (Joint committee print, 85th Congress, lst session.) 
* Paper, $2.25. 
L. C. card 57-61669 ¥ 4.Ec7:Ag8 


HOUSE OF REPRESENTATIVES 


House documents 


Nots.—All House documents, entries for which are followed by a +, may be 
obtained from the House Document Room or from the issuing office. 


House documents, 84th Congress. 


301A 250. Anthropological papers nos. 49-56 [with bibliographies]. 1957. x+355 p. 
» 2 p. of pl. (American Ethnology Bureau. Bulletin 164.) 
* (Available in departmental edition, $2.75, SI 2.3:164, and sent to 
depositories in that form. See Entry 133). 


House documents, 85th Congress. 


302 9, pt.1. Annual report of board of regents of Smithsonian Institution, showing 
age expenditures, and condition of Institution, year ended June 
30, 1956. [1957.] ix+580 p. il. 1 pl. 104 p. of pl. (Publication 4272.) 
[Includes general appendix with bibliographies. * (Available in depart- 
mental edition, cloth, $4.50, SI 1.1: 956, and sent to depositories in 
thatform. See entry no. 903.) 

303 87. Water-hyacinth obstructions in waters of Gulf and South Atlantic States, 
letter from chief of engineers, Army, submitting interim report on review 
of reports on water-hyacinth obstructions in waters of Gulf and South 
Atlantic States. 1957. xiv+367 p. il. 17 maps. [Also issued in de- 
— edition and sent to depositories in that form. See Entry no. 
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House documents, 85th Congress—Continued 


114. 


166. 


167. 


168. 


170. 


172. 


186. 


188. 


192. 


224. 


. Areas 8 and 11. Saugatuck R 


Final Journal of Grand Army of the Republic, 1866-1956. 1957. vi+97 
p.2por. ¢t (To be sent to depository ibraries in serial set binding.) 


Note.—This document was issued in August 1957, but inadvertently 
omitted from the Monthly catalog at that time. 
L. C. ecard 57-60080 
North Fork, Redbank, and Sandy Lick Creeks, at Brookville, Pa., letter from 
chief of enginers, Army, submitting report on review of reports on North 
Fork, Redbank, and Sandy Lick Creeks, at Brookville, Pa. 1957. 
vili+31 p- 38 maps. [Also issued in departmental edition and sent to 
depositories in thatform. See entry no. 459.] f 
Chatham, Mass., beach erosion control study, letter from chief of engineers, 
Army, submitting report on cooperative beach erosion control study of 
Chatham, Mass. 1957. vi+37 p. 3 pl. 6 maps. [Also issued in depart- 
mental edition and sent to depositories in that form. See entry no 


East at Basin, Cape Cod Canal, Mass., letter from chief of engineers, 
Army, submitting report on review of reports on East Boat Basin, Cape 
Cod Canal, Mass. [1957.] 32 p. map. [Also issued in departmental 
edition and sent to depositories in that form. See Entry no. 481.) 

Millwood Reservoir and alternate reservoirs, Little River, Okla. and Ark., 
letter from chief of engineers, Army, submitting report on survey of 
Millwood Reservoir and alternate reservoirs, Little River, Okla. and Ark. 
1957. xxi+63 p.4 maps. [Also issued in departmental edition and sent 
to depositories in thatform. See Entry no. 485.) f¢ 

Mohawk River, N. Y., letter from chief of engineers, - submitting report 
on preliminary examination and survey of Mohawk River, N. Y. 1957. 
vili+66 p. 4 pl. [Also issued in departmental, edition and sent to depos- 
itories in that form. See entry no. 487.] ft 

leer to Byram River, Conn., beach erosion 
control study, letter from chief of engineers, Army, submitting report on 
cooperative beach erosion control study of shoreline of Connecticut, areas 
8 and 11, Saugatuck River to Byram River. 1957. vi+46 p. 1 pl. 11 
maps. [Also issued in departmental edition and sent to depositories in 
that form. See Entry no. 475. 

Central and southern Florida project, local cooperation in part of project 
authorized by Flood control act of 1954, letter from chief of engineers, 
Army, submitting special report to determine basis for cost sharing between 
Federal and non-Federal interests in water-resources development. 1957. 
vi+74 p. 2 maps. [Also issued in departmental edition, and sent to 
depositories in that farm. See Entry no. 478.], ft 


. Shell Creek and tributaries, Nebr., letter from chief of engineers, Army, 


submitting report on review of report on Shell Creek and tributaries, 
Nebr. 1957. xii+38 p. 9 maps. [Also issued in departmental edition 
and sent to depositories in that form. See Entry no. 492.) f¢ 

Report on audit of corporations of Farm Credit Administration for fiscal 
ear ended June 30, 1956, letter from Comptroller General of United 
tates transmitting report; May 28, 1957. 1957. vi+83 p. [Includes 
report of audit of agricultural marketing revolving fund, administered b 
Farm Credit Administration. Some of the pages are issued as leaves. 
@ Item 996 
L. C. ecard 47-46657 


. Mahoning River Basin, Ohio, West Branch Reservoir, letter from chief of 


engineers, Army, submitting report on review of reports on Mahoning 
River Basin, Ohio, West Branch Reservoir. 1957. xii+42 p. 2 maps. 
[Also issued in departmental edition and sent to depositories in that 
form. See Entry no. 482.) 

Monroe Reservoir, Salt Creek, White River Basin, Ind., letter from chief 
of engineers, Army, ea report on Monroe Reservoir, Salt Creek, 
White River Basin, Ind. 1957. xix+41 p. 2 maps. [Also issued in 
departmental edition and sent to depositories in that form. See entry 
no. 488. 


. Siuslaw River and Bar, Oreg., letter from chief of engineers, Army, sub- 


mitting report on review of report on Siuslaw River and Bar, Oreg. 
1957. 382 p. map. [Also issued in departmental edition and sent to 
depositories in that form. See entry no. 493.) 


. Delaware Coast from Kitts Hummock to Fenwick Island, beach erosion 


control study, letter from chief of engineers, Army, ye | report on 
cooperative beach erosion control study of Delaware Coast from Kitts 
Hummock to Fenwick Island. 1957. vi+53 p. 10 maps. [Also issued 
= ‘yur pone edition and sent to depositories in that form. See entry 


. Mississippi River at St. Paul and South St. Paul, Minn., letter from chief 


of engineers, Army, submitting report on interim report on Mississippi 
River at St. Paul and South St. Paul, Minn. 1957. vi+381 p. 7 maps. 
Also issued in departmental edition and sent to depositories in that 
‘orm. See entry no. 486.) f 

Pecos River and tributaries at Carlsbad, N. Mex., and vicinity, letter from 
chief of engineers, Army, submitting report on survey of Pecos River and 
and tributaries at Carlsbad, N. Mex., and vicinity. 1957. xi+45 p. 
2 maps. [Also issued in departmental edition and sent to depository 
libraries in thatform. See entry 490.) ft 
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House documents, 85th Congress—Continued 

320 241. Analysis of health and insurance plans under collective bargaining, late 
1955, life insurance, accidental death and dismemberment, accident and 
sickness, hospitalization, surgical, medical, maternity ; [prepared by Evan 
Keith Rowe and ot hers}. Nov. 1957. ix+87 p. e (Available in 
departmental edition, 50c. L 2.38: 1221, and sent to depositories in that 
form. See entry 689.) 


821 [This entry number not used.] 


House reports 


Nore.—For titles of bills which these reports accompany, see Congressional 
record index. 


House reports on public bills, 85th Congress. + House Document Room, 
Capitol. [No. 1278 is sold by Superintendent of Documents.] @ Item 
1008—A 
322 1277. Case study of procurement by Atomic Bnergy Commission. Report of sub- 
committee no. 2 to Select Committee on Small Business pursuant to 
H. Res. 56. 1957. vii+28 p. 
L. C. eard 57-61640 
323 1278. Interlocking directors and officials of 135 large financial companies of 
United States, pt. 1 of preliminary report of Select Committee on Small 
we dk 85th Congress, Ist session, pursuant to H. Res. 56. 1957. 
xxi+176 p. * Paper, 50c. 
L. C. card 57-61641 


Agriculture Committee, House 


[Committee hearings] serial, 85th Congress. ¢ @ Item 1010 


824 KK. Food marketing costs, hearings before subcommittee on consumers study, 
85th ongress, lst session, New York, N. Y., Oct. 8 and 9, 1957. 1957. 
iv-+ 155 p. 
L. C. ecard 3762184 Y 4.Ag 8/1: F 78/17 


Banking and Currency Committee, House 


325 Community facilities and mortgage credit, hearings before subcommittee 
on housing, 85th Congress, Ist session, Oct. 8-9, 1957. 1957. iii+156 p. 
[These hearings were held in Miami, Fla.] + @ Item 1013 
L. C. ecard 57-62192 Y 4.B 22/1: C 73/17 
326 Federal assistance to labor surplus areas, report prepared at request of 
Committee on Banking and Currency, House, 85th Congress, 1st session 
{with Selected bibliography]; by Sar A. Levitan, Legislative Reference 
Service of Library of Congress, Apr. 15, 1957. 1957. iv+89 p. il. 
(Committee print.) f 
L. C, ecard 57-61591 Y 4.B 22/1:L11 
327 Financial institutions act of 1957, comparative print showing changes in 
existing law made by S. 1451 as passed by Senate, 85th Congress, ist 
session, May 24, 1957. 1957. x+275 p. (Committee print.) tf 


L. C. card 57-61593 Y 4.B 22/1: F 49/3 
$28 Summary of amendments made by Financial institutions act (S. 1451 and 
H. R. 7026) 85th Congress, Ist session, July 11, 1957. 1957. iii+21 p. 
(Committee print.) f 
L. C. card 57-61592 Y 4.B 22/1: F 49/4 
Education and Labor Committee, House 
329. »=s- Fair labor standards act, hearing before subcommittee, 85th Congress, 1st 


session on H. R. 7458, June 24, 1957. 1957. iii¢+36p. ¢ @ Item 1015 
L. C. ecard 57-61583 Y 4.Ed 8/1: L 11/10/957-2 


Government Operations Committee, House 


330 Army-Interior reservoir land acquisition policy, — before subcom- 
mittee, 85th Congress, Ist session, June 4— July 2 957. 1957. x-+489 p. 
2maps. ¢ @ Item 1016 
L. C. card 57-62173 Y 4.G 74/7: L 22/2 
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False and misleading advertising (filter-tip cigarettes), hearings before 
subcommittee, 85th Congress, Ist session, July 18-26, 1957. 1957. vii+ 
795 p.il. + @ Item 1016 
L. C. card 57-61581 Y 4.G 74/7: Ad 9/3 


False and misleading advertising (weight-reducing preparations), hearings 
before subcommittee, 85th Congress, 1st session, Aug. 2-8, 1957. 1957. 
v+218p.il. ¢+ @ Item 1016 
L. C. card 57-62175 Y¥ 4.G 74/7 : Ad 9/2 


Legislation introduced and action taken by 84th Congress and ist session 
of 85th Congress on recommendations of Commission on Organization 
of Executive Branch of Government (2d Hoover Commission reports), 
Dec. 1957. 1957. iv+274 p. (Committee print, 85th Congress, Ist 
session.) tf 
L. C. card 57-62191 Y 4.G 74/7: Ex 3/4 


{This entry number not used. | 
Interstate and Foreign Commerce Committee, House 


Right of access to CAB files, hearing before subcommittee, 85th Congress, 
1st session on right of access by special subcommittee on legislative 
oversight to Civil Aeronautics Board files and records, Oct. 17, 1957. 
1957. iii+59p. ¢ @ Item 1019 
L. C. card 57-62187 Y 4.In 8/4: C 49/9 


Post Office and Civil Service Committee, House 


Manpower utilization in Federal Government, hearings before subcom- 
mittee on manpower utilization, 85th Congress, Ist session, Nov. 4-8, 
1957. 1957. iii+318p. + @ Item 1022 
L. C. card 57-61644 Y 4.P 84/10: M 31/2/957 


Small Business, Select Committee on, House 


Problems of small-business financing, hearings, 85th Congress, Ist session, 
pursuant to H. Res. 56. Nov. 19-22, 1957. 1957. pt. 1, iv+412 p. il. 
* Paper, $1.00. @ Item 1031 
L. C. card 57-62189 ¥ 4.8m 1: F 49/pt.1 


Un-American Activities Committee, House 


Ideological fallacies of communism, staff consultations with 8. Andhil 
Fineberg, Fulton J. Sheen, Daniel A. Poling, 85th Congress, Ist session, 
Sept. 4-Oct. 18, 1957. 1957. x+25+ip. * Paper, 15c. 

L. C. card 57-61584 ¥ 4.Un 1/2: C 73/84 


International communism (present posture of free world) staff consulta- 
tion with Constantine Brown, 85th Congress, Ist session, Oct. 21, 1957. 
1957. ii+20+ip. * Paper, 15c. 

L. C. card 57-62178 Y¥ 4.Un 1/2: C 73/86 


Investigation of communist activities in Buffalo, N. Y., area, hearings, 85th 
Congress, 1st session, Oct. 2-4, 1957. 1957. 2 pts., [xvi]+1601—1808 
+v.p. il [Index in pt.2. These hearings were held in Buffalo, N. Y.] 
+ @ Item 1026 
L. C. card 57-62170 ¥ 4.Un 1/2: C 78/85/pt.1, 2 


Investigation of communist penetration of communications facilities, hear- 
ings, 85th Congress, ist session, Oct. 9, 1957. 1957. pt. 2, vi+1809-33 
+ip. *Paper,i5c. @ Item 1026 
L. C. card 57-61852 Y 4.Un 1/2: C 73/83/pt.2 
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Investigation of communist propaganda in United States: pt. 8, Buffalo, 
N. Y., area, hearing, 85th Congress, ist session, Oct. 1, 1957. 1957. vii 
+1531-99+-ii p. [This hearing was held in Buffalo, N. Y¥.] + @ Item 
1026 
L. C. card 56-62224 Y 4.Un 1/2: C 73/68/pt.8 


Operation abolition, campaign against House Committee on Un-American 
Activities, Federal Bureau of Investigation, Government security pro- 
gram, by Emergency Civil Liberties Committee and its affiliates; Nov. 
8, 1957. 1957. vi+19+iii p. * Paper, 15c. 

L. C. card 57-61599 Y¥4.Un 1/2: Op2 


Who are they? prepared at request of Committee on Un-American Activi- 
ties by Legislative Reference Service of Library of Congress: pt. 7, 
Maurice Thorez and Palmiro Togliatti (France-Italy) ; Nov. 22, 1957. 
1957. vii+8+i p. [First of series of bibliographies of communist 
leaders who serve Kremlin outside Soviet Union.] * Paper, 10c. 

L. C. card 57-60785 


Ways and Means Committee, House 


Tax withholding, hearing, 85th Congress, Ist session, on H. R. 6745, Aug. 
27, 1957. 1957. iv+82 p. il. map. ¢ @ Item 1028 
L. C. card 57-62169 Y4.W 36: 719/19 


SENATE 
Senate documents 


Notgr.—All Senate documents, entries for which are followed by a ¢, may be 
obtained from Senate Document Room or from the issuing office. 


Senate documents, 85th Congress. 


46. Bellingham Harbor, Wash., letter from chief of engineers, Army, submittin 
report, together with accompanying papers and illustrations, on review o 
reports on Bellingham Harbor, Wash. 1957. v+25 p.map. [Also issued 
in a es a edition and sent to depositories in that form. See entry 
no. . 

48. Central and southern Florida, Hendry County west of levees 1, 2, and 8, 
letter from chief of engineers, Army, submitting report on central and 
southern Florida, Hendry County west of levees 1, 2,and 3. 1957. xi+25 
p. map. [Also issued in sapeecnentat edition and sent to depositories in 
that form. See Entry no. 477.] f¢ 

58. Rio Grande and tributaries at Socorro, N. Mex., letter from chief of engi- 
neers, Army, submitting favorable report on review of report on Rio Grande 
and tributaries at Socorro, N. Mex. 1957. xiii+48 P- 2 maps. [Also 
issued in departmental edition and sent to depositories in that form. See 
Entry no. 491.] f 


Senate reports 


Nore.—For titles of bills which these reports accompany, see Congressional 
record index. 


Senate reports on public bills, 85th Congress. + Senate Document Room, 

Capitol. @ Item 1008-A (special offer) 

636. Meadow School District. Report from Committee on Judiciary to ac- 
company 8.212. July 18,1957. 7p. 

1059. Conveying right-of-way to Eagle Creek a Wy | Water Supply 
Association. Report from Committee on Interior and Insular Affairs 
to accompany 8S. 479. Aug. 21, 1957. 4 p. [Incorrectly designated 
Document.] 

1083. Authorizing conveyance of certain lands within Old Hickory lock and dam 
roject, Cumberland River, Tenn., to Middle Tennessee Council, Inc., Boy 
couts of America, for recreation and camping purposes. Report from 

apenas on Public Works to accompany 8. 2531. Aug. 22, 1957. 
p. 


Banking and Currency Committee, Senate 


Review of voluntary agreements program under Defense production act, 
expansion of tungsten supply, report dated Nov. 8, 1957 by Attorney 
General. 1957. v+32 p. (Committee print, 85th Congress, ist ses- 
sion.) fT 
L. C. card 57-61180 Y 4.B22/3: T 83 
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Foreign Relations Committee, Senate 


353 Informational media guaranty program, hearing before subcommittee, 85th 
Congress, 1st session, Oct. 7, 1957. 1957. iii+96 p. f @ Item 1039 
L. C. card 57-61631 Y 4.F76/2: In 3/4 


Improper Activities in Labor or Management Field, Select Committee on, 
Senate 


854 Investigation of improper activities in labor or management field, hear- 
ings, 85th Congress, Ist session, pursuant to S. Res. 74. @ Item 1009 


- C. card 57-61401 Y 4.Im 7: L.11/pt. (nos.) 
t. 14. LAgen, Detroit, Mich. (Hoffa) ], Sept. 24—Nov. 5, 1957. 1957. vi+5287- 
aa 64 * Paper, $1.25. 


pt. 15. Prethan Shefferman and Labor Kelations Associates, Inc.], Oct. 22-29, 
=" 1957. v+5765-6240 p.il. * Paper, $1.25. 

pt.1 ‘[Area, Detroit, Mich. PiShefferman)}, Oct. 80—-Nov. 5, 1957. 1957. 
wit 6241- 8608 p. il. {An erratum sheet, 1 p. oblong 48°, tipped in between 
pages iiandiii.] * Paper, $1.25. 


Interior and Insular Affairs Committee, Senate 


3544 Amendments to Klamath termination act of 1954, hearings before sub- 
committee on Indian affairs, 85th Congress, Ist session, on 8. 2047, Oct. 2 
and 4, 1957. 1957. pt. 1, v+305 p. [These hearings were held in 
Klamath Falls and Portland, Oreg.] ft @ Item 1040 
L. C. card 57-61630 Y 4.In 8/13 : K 66/2/pt.1 


355 National wilderness preservation act, hearings, 85th Congress, 1st session 
on 8S. 1176, June 19 and 20, 1957. 1957. vii+444 p. map. 7 ®@ Item 
1040 
L. C. card 57-61648 Y 4.In 8/13: W 64 


Interstate and Foreign Commerce Committee, Senate 


356 Ship transfers to foreign flag, hearings before Merchant Marine and 
Fisheries subcommittee, 85th Congress, Ist session on 8. 1488, Apr. 9— 
Aug. 21, 1957. 1957. iii+240p. fT @ Item 1041 
L. C. card 57-61582 Y 4.In 8/3: Sh 6/12 


Judiciary Committee, Senate 


857 Communism in Mid-South, hearings before subcommittee to investigate 
administration of internal security act and other internal security laws, 
85th Congress, Ist session, Oct. 28 and 29, 1957. 1957. iii+81+-viii p. 
(These hearings were held in Memphis, Tenn.] f @ Item 1042 
L. C. card 57-62119 Y 4.J 89/2: C 73/16 


358 Rapid amortization in regulated industries, hearings before subcommittee 
on antitrust and monopoly, 85th Congress, 1st session, pursuant to 8. 
Res. 57. + @ Item 1042 : 
L. C. card 57-62172 Y 4.J 89/2: Am 6/pt. (nos.) 


pt.1. May 17-June 11,1957. 1957. iv+617 p. il. 2 pl. 
pt. 2. June 13—July 30,1957. 1957. iii+619—1289 p. 2 pl. map. 


Small Business, Select Committee on, Senate 


359 Tax problems of small business, hearings, 85th Congress, 1st session, on 
impact of Federal taxation on small business, Sept. 16—-Oct. 2, 1957. 
1957. pt. 1, xv+600 p. [These hearings were held in Phoenix, Ariz., 
Los Angeles and San Francisco, Calif., Boston, Mass., and New York, 
N.Y.] ft @ Item 1049 
L. C. card 57-62174 Y 4.8m 1/2: T 19/957/pt.1 
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Trucking mergers and concentration, hearings, 85th Congress, Ist session, 
on mergers and possible growth of concentration in trucking industry, 
and appendix entitled Trucking mergers, concentration, and amet busi- 
ness, analysis of Interstate Commerce Commission policy, 1950—56, pre- 
pared by Walter Adams and James B. Hendry for Senate Small euheons 
Committee, July 1-12, 1957. 1957. vi+384 p. il. 7 @ Item 1049 
L. ©. card 57-61642 Y 4.8m 1/2: T 76 


COPYRIGHT OFFICE, Library of Congress 


Catalog of copyright entries, 3d series, v. 10. 


pt. 1. — and pamphlets including serials and ee to periodicals, 
; July-Dec., 1956. 1957. ix+885-1651 p. 4° ¢Paper, $2.50. 


e Item 791 
L. C. card 6-35347 LC 3.6/5 : v.10/pt.1/no.2 
[Cireular. ] 
6. Television programs. Nov. 1957. 1p. 4° ¢ > 8.4/2: 6/3 


COURT OF CLAIMS 


Instructions to reporters, effective Dec. 2, 1957. [1957.] cover title, 6 p. 24° 
@ Item 731-A 7 Ju 3.10/3 : R 29/957 


COURT OF CUSTOMS AND PATENT APPEALS 


Court of Customs and Patent Appeals: v. 44, Customs cases adjudged in the 
United States Court of Customs and Patent Appeals, Oct. 1956—Oct. 1957 ; 
Robert R. Reque, reporter. 1957. xxiii+250p. * Cloth, $2.00 @ Item 

733 
L. C. ecard 11-35722 Ju 7.5: 44/1 


v. 44, Patent cases adjudged in United States Court of Customs and 
Patent Appeals, Oct. 1956—Oct. 1957; Robert R. Reque, reporter. 1957 
xvii+701- eA * Cloth, $2.25. @ Item 733 

L. C. ecard 11-35722 Ju 7.5: 44/2 





CUSTOMS BUREAU, Treasury Dept. 


33rd set, revised pages to Customs regulations ; Oct. 1957. 1957. [30] p. 4° 
[Monthly. Pages include amendments made by Treasury decisions 

54444470. Issued in loose-leaf form.] * Paper, 25c. @ Item 948-A 
T 17.9: 954/rev.pages 33 


DEFENSE DEPARTMENT 


America’s security is always our job, your personal security and national 
security require that few simple rules be followed at all times. [1957.] 
[4] p. oblong 48° + @ Item 317 D 3.2: Se 2/7 


Basic research in electronics, [report; by] Ad Hoc Working Group on 
Basic Research in Electronics, Technical Advisory Panel on Electronics, 
Office of Assistant Secretary of Defense, Research and Development. 
May 22,1956. vi+49p.4 (PEL 216/1.) [Processed.] # Paper, $1.25 
L. C. card 57-61668 D 4.2: El 2/4 


Cataloging handbook H (series). (Office of Assistant Secretary of De- 
fense, Supply and Logistics.) [Issued in loose-leaf form.] ® Item 
314-A D 7.6/2: (nos.) 


2-3 Federal supply classification : pt. 3, Alphabetic index ; Nov. 1957. [1957.] 
vi+442 p. 4° [Issued with perforations. Supersedes Feb. 1956 basic 
volume and Oct. 1957 cumulative supplement.] * Paper, $3.00 (in- 
cluding basic manual and cumulative supplements for 1 year), $1.00 
additional for foreign mailing. 

6—2-—28. Federal item identification guides for supply eataloging: pt. 2, Descrip- 
tion patterns and references drawings, C group 28, Engines, turbines, 
and components; Oct. 1, 1957. [1957.] cover title, xxi+ [40] p. il. 
(Office of Supply Management Policy.) * Paper, 60c. 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
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Cataloging handbook H (series )—Continued 
6-2-4383. [Federal item identification guides for ngshe cataloging : pt. 2, Descrip- 


oon patterns and reference ad 


pac ro 43, rer Be and 
Se. 


mpressors, supp. 1; Oct. 1957. [66] p. epee 
6—2-67. [Federal item idenufication guides tor is y catalogi ie 
tion patterns and reference orewiitey. eh roup yt c 
equipment, supp. 1; Sept. 1957 138) p. 1” * Paper, 45c. 


Military specifications. [Issued with ace al Tt 


MIL-B-35030. 
MIL-—C-17/50a. 


MIL-C-341A. 


MIL-C-—368C. 
MIL—C-—507B. 
MIL-—C-—508B. 
MIL—C-—-606B. 
MIL-C-3367A. 


MIL—C-3769. 


MIL-C-—5015C. 


MIL-—C-7438C. 
MIL—C-—10296C. 


MIL-C-—11693A. 


MIL-—C-12889/1. 


MIL-—C-12889/2. 


MIL-C-12889/3. 


MIL—C—12889A. 


MIL-—C-14157A. 


MIL-C-15370A. 
MIL—C-16558A. 


MIL—C-—40002. 
MIL—D-3054A. 


MIL—D-3994. 
MIL—E-16715B. 


MIL—E-18239A. 


D 1.12: (letters-nos.) 


Bacon, slab or sliced, pint or frozen ; Sept. 24,1957. [1957.] 
16p.4° (FSC-890 

Cable, radio acumen coaxial, RG-117/U; Sept. 19, 1957. 
1957. 1 p. il 4° Ursc 6145.) [This Specification sheet 
forms a part of latest issue of Military specification MIL-C-— 
17. Supersedes MIL—C-—17/50, Sept. 7, 1955.] 

Cloth, wool, broadcloth, 16.5-ounce ; Sept. 24, 1957. 1957. 
Sols.) 4° (FSC 8305.) [Supersedes JAN-C-341, ay 24, 


Cloth, . on-acetate, lining; Sept. 24, 1957. [1957.] © Bad! 
4° (FSC —— [Supersedes MIL—C-368B, Mar. 31, 1 53.) 

Cloth, gotten pe _ 4-ounce, amdt. 1; Sept. 24, 1957. 1957. 

( 

crtk: 5 nylon, oxford, W eundd: Sept. 25, 1957. [1957.] 8 p. 
4° (FSC 8305.) | Supersedes iL-c- 508A, Feb. 26, 1951. 

ae rayon, banner ; “i 25,1957. [1957.) bdr} 4° (FS 
8305.) | Supersedes MIL—C-606A, Jan. 17, 19 

Canister, smoke, for chemical! shell (base ejection), - 
for; Sept. 6, 1957. [1957.] 4 p. 4° (FSC 1815, 1820.) 
[ Supersedes MIL—C-3367, Dec. 13, 1950.] 

Crates, intermediate, sheathed, wood, nailed (for maximum 
net loads of 3000 pounds), notice 1; Aug. 6, 1957. 1957. 

ES 4° Laer f specification MIL—C-3769, June 5, 1952, 

is hereby cancelled.) 

Connectors, electric, “AN” ty amdt. 1; Sept. 20, 1957. 
{1957.] 2p.4° (FSC 5936. " (Processed. } 

Core material, aluminum, for sandwich construction, amdt. 1; 
Oct. 30, 1957. {1957.] 1 p. 4° (FSC 9540.) [ Processed. } 

Cloth, cotton, sateen, carded; Sept. 24, 1957. 1957.) 8 p. 
il, 4° (FSC 8305.) [Supersedes MIL-—C-10 96B, Oct. 8, 


4.) 

Capacitors, feed re radio-interference reduction, paper 
dielectric, AC and (hermeticall  ~ in metallic cases), 
amdt. 2; July 25, 1957. (1957. 4° (FSC 5910.) 
[Supersedes Amendment 1, Oct. 11, 1o00.f° 

Capacitors, by-pass, radio-interference reduction, a dielec- 
tric, ac and de, (hermetically sealed in metallic cases), 
styles CA 32, CA 33, and CA 34; Aug. 30, 1957, [1957.] 
4p.il.4° (FSC 5910.) 

Capacitors, by may, radio-interference reduction, paper dielec- 
tric, ae and de, (hermetically sealed in metallic cases, styles 
CA 36, CA 37, and CA 38; Aug. 30,1957. [1957.] 4p. il. 4° 
(FSC 5910. ) 

Capacitors, by-pass, radio-interference reduction, paper dielec- 
tric, ac and de, te ti reeles in metallic cases, style 
CA 47; Aug. 30, 1957. 57. p. i. 4° (FSC 5910.) 

Capacitors, by-pass, radio- Meo B, reduction, paper dielec- 
tric, ac and dc, (hermetically sealed in metallic cases), 
eneral ete for; Aug. 30, 1957. 1957.) 16 
> 110, a 5910.) [Supersedes "MIL-C-12889 (Sig cf. 

u 

Capac tors, fix ° ea dielectric, direct- 
eurrent, high ee eitity 7) oe sealed in metallic 
cases) ; Sept. 10, 1957. (1957 go 2. fl. 4° (FSC 5910.) 
[Supersedes MIL—C-14157 (Si oh opt. 16, mt: 

Cou —— directional rey and wave we amdt. Aug. 

. (1957. 8p. 4° (FSC 5985. 
coating, organic (for covering shafts, ~ ae and other ex- 
surfaces), amdt. 1; Sept. 11, 1957. 1957. 1 p. 4 
tFsc 8030.) 

Cloth, cotton denim, upholstery ; Sept. 20, 1957. [1957.], 6 p. 
4° (FSC 8305.) 

Dielectric material, as eth lene, notice 1; July 23, 1957. 
1957.] 1 p. irs 9330) [S ification MIL—D- 
054A, July 11, Tose. ie hereby cancelled.] 

Dextrin, technical; Jan. 9, 1957. [1957.] 5 p. 4° (FSC 
6810.) [Supersedes JAN-D-232 (in part), June 30, 1945.) 

Electrode, welding, covered (austenitic chrome-nickel steel, for 
corrosive and high temperature services), amdt. 1; Sept. 16, 
1957. 1957. 1 p. 4° (FSC 3432.) 

Earphones, P/O H-87A/U, amdt. 1; Aug. 9, 1957. [1957.] 
[4] leaves, il. 4° 


*For Sale by Superintendent of Documents 
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398 MIL—E-35001. 
399 MIL-F-1461C., 
400 MIL—F-2124C. 
401 MIL-—G-1067A. 
402 MIL-G-6183. 
403 MIL—G-—20697. 
404 MIL—G—20699. 
405 MIL-—H-3586A. 
406 MIL-L-73A. 

407 MIL—L—11788B. 
408 MIL—M-14E. 
409 MIL—M-17096A. 
410 MIL—M-17952B. 
411 MIL—O-1026A. 
412 MIL—P-997B. 
413 MIL—P-4082B. 
414 MIL-—P-4971A. 
415 MIL—P-18949A. 
416 MIL-R-94B. 

417 MIL—R~-2784A. 
418 MIL-—R-3080/1. 
419 MIL—R-3080/2. 
420 MIL—R-3080/5. 
421 MIL-—R-3080/7. 
422 MIL-—R-3080/8. 
423 MIL-—R-3080/9. 
424 MIL—R-3080/10. 
425 MIL-R-3080/11. R 
426 MIL-—R-3080/12. 
427 MIL-R-8080/13. 
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ny whole, troees aiighle grade), amdt. 1; Oct. 18,1957. 1957. 

Fr sete. “eat maintenance shelter, complete, amdt. 1; Sept. 19, 
1957. 1957. 1p.4° (FSC 8840.) 

Frock, man’s, clinic fae Pe ia Fh -5 eel amdt. 1; Sept. 


24, ‘1957. '1957. 2. = 

Gra ae T-¥ crystals, nthetie, notice 1; Sept. 27, 1957. 
1b57. (¥SC § 60.) {Milita Tf) speci cation MIL-— 
G1087A, Bent. 8, 1949 is hereby cancell 

a and sheet et gasket material — rubber ane oes, 

position, 4; Aug. 22, 1957. [1957.] p4 

(Fse. 5330.) [Su rsedes Amendment 3, ib, ios ] 

Gun, machine, cal. 50, Browni TF heavy barrel, all t Sess 
ackaging of ; June 28, 1957. 1957 oat 4° (FSC 1 
Supe es SAP D-P-113, Mar. 25, oy 

Grommets, vabber. ee re AW. Sept. 6, 1957. 
1957.) Sp. 4° 

= dfast, deat com sc with liste Sept. 20,1957. [1957.] 
i514 il.4° (FSC 2090.) [Supersedes MIL—H- 3586, Sept. 20, 


Lacguti, ears, amdt. 1; Sept. 10, 1957. [1957.] 1 p. 4° 


Liner, trousers, field, M—1951; Sept. 20, 1957. 1957.) 20p 
il. 4° (FSC-8405.) { Super: es MIL-L-11 88A, Nov. 15, 


1952. 

Molding plastics and moet my parts, thermosetting, amdt. 
2; Sept. 20, 1957. 7.42 4° (FSC 9330.) [Super- 
sedes Amendment if Dee. 18, “1b06 ma 

a (AN(PEM-20). amdt. pt. 20, 1957. [1957.] 


Mealtication kit, ewe rocetving set AN/URR-13, AN/URR-27 
and AN/URE-3. ; Sept. 20, 1957. 1957.) 3 p. 4° (FSC 
5820.) {i es ett a 17952A (Ships), Aug. 10, 1956. 

Orange juice ag synthetic, notice 1; Sept. 27,1957. 1957. 
1p.4° (FSC 8960.) [Specification MIL—O-1026A, Oct. 14, 
1949, is hereby cancelled. ]} 

Plastic-material, laminated, thermosetting, electrical-insulating, 
sheets, glass cloth, silicone resin, amdt. 3; Sept. 20, 1957. 

1957. 1 p. 4° (FSC 9330.) [Supersedes Amendment 2, 
une 15, 1954. 
Processing machin« ne Pe oon ue Tanre A-11; June 


[Supersedes 
iL 1 P_-4082A an RY ar. 2, 

Panel, er transfer, alraetd lighting. type MB-1, amdt. 1; 
Oct. 2, 1957. (1957.] p. 4° 10.) [Processed.] 

ie pt, laminated, on ome eer  nnond henolic ; Sept. 

1957. yA 11 p. il. 4° WSC 9330. {Supersedes 
MIL-P_13949 (Sig C), Jan. 25, 1995. 

Resistors, variable, composition, ti | guost@ention for; July 
80, 1957. [1957.] > 4° (FSC 5905.) 

Rules, qoundine, ointed ; Sept. 20, Pan {i967} 5 il. 4° 
(FSC 6680.) Supersedes MIL—R-2784, Aug. 23, 1951.) 
Resistors, current-regulating (Ballast tubes). pe TJ 601K01; 
May 24, 1957. [1957.] p. il. 4° re 5905.) (This 

8 fication sheet forms part of latest A -§ _— R- 
upersedes MIL~-T-—12255 (Sig C), Oct 

Resistors, 5 ets oe ens tubes), pe, TJ791K01 ; 
May 24, 1957. [1957.] id. 4° adie C 05.) [Super- 
sedes MIL—T-12256 (Sig @? ‘Oct. 7, 

Resistors, current- cogaiatins (ballast tubes) Pe atvne TJ311M01 ; 
May 24, 1957. [1957.] 2 p. 5905.) (This 
specification sheet forms part of Tatest AR .. of MIL—R-3080. 
Supersedes SC—A-46275A, Aug. 7, 1953.] 

Resistors, current- “regulating | (ballast ery o's TJ861L01 ; 
May 24, 1957. (1957. il. 4° 5.) 

Resistors, current-regulating :" allast tubes), » AW. TJ571R01; 
—e 24, 1957. [1957.] 2 p. il. 4° (FSC 5905.) aan? 

cification sheet forms part of latest issue of MIL—R-3080.] 

Res stors, current- as a hes (ballast tubes), type TJ301L01; 

May 24, 1957. 2 p. il. 4° ( 8c 5905.) [This 
specification Sheet Seen part of latest issue of MIL—R-3080. 

Res stors, current-regulating (ballast tubes), type TJ102M01; 
May 24, 1957. [1957.] 2 p. il. 4° (FSC 59 5905.) [This 
perpecification sheet forms part of latest issue of MIL—R-3080. ] 
esis ote, current- reorulating (ballast tubes), aie T3601M0l 
May 24, 1957. [1957.] 2p. il. 4° (FSC 5905 

Resistors, current-regulating (ballast geben Nak to ty 601M01; 
May 24, 1957. [1957.] 2 p. il. 5905.) [This 
specification sheet forms part of Shot nies of MIL—R-3080.] 

Resistors, current-regulating (ballast tubes) type TJ421T0O1, 
May 24, 1957. [1957.] 2 p. il. 4¢ (F&C 905.) [This 
specification sheet forms part of latest issue of MIL—R-3080.] 
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Military specifications—Continued 


MIL—R-3080/14. Resistors, current-regulating (ballast tubes), type. gett 
eR 1957. [1957.]) 2 p. i 4° (FSC 5 (This 
ification sheet forms part of latest issue of MIL R-3080, ] 
MIL—R-3080/15. Resis stors, coer eet) 2 (ballast srt}: at 50 eer 
May 24, 1957 il. 4 905.) (This 
specification - Por mis 1 latest Ma of MIL R-9080. ] 
MIL-—R-3308A. Res azotes, air filtering, M4; Sept. 19, 1957. [1957.] 4p. 4° 
4340.) (Su rsedes MIL—R-8308, Oct. 16, 1950.] 
MIL-R-3669A. Ru —y stamps, fix and morn pes, st inspection, 
veterinar Sept. 25, 1957. [195 Bj 4° (FSC 
7520.) Supersedes MIL—R-3669, i 9, ‘be 
MIL—R-12574B. Refrigeration unit, mechanical panel ty Tte0 for refrigerator, 
portable, 150 cu. ft.; Sept. 6, 1957. [1957,]_ 37 p. il. 4° 
(FSC 4110.) [Supersedes MIL—R-1 ms — (OMe), ec. 23, 
1954, MIL-R-17082 (Docks) Mar. 8, 1952.) 
MIL-—S—2869A. Sealin bet) synthetic rubber, hose cover repair ; . 23, 
195 57 p. il. 4° (FSC 8030.) (Gonerenken" (1L- 
Cc- 2869, yn 3, 1951.) 
MIL-—S-3105A. Senet. compound, inert, hee use in ammunition ; Aug. 14, 1957. 
8 p. iL 4° (FSC 8030.) [ Supersedes MIL-8S- 
$105, Dec. 16, 1949.) 
MIL—S-—3271B. Soup and gravy base, beef; Oct. 22, 1957. 1957.) on hl 
(FSC 8940.) [Supersedes MIL—S-—3271A, Nov. ib, 1954.) 
MIL—-S-—3723B. Switchboard, patching, communication (telegraph switchboard 
SB-6()/GG); Aug. 28, 1957. [1957.) 10 p. 4° (FSC 
5805.) [Supersedes MIL-S—O003723A (Sig C), Oct. 24, 1955, 
MIL—S-—3723, Mar. 28, 1952.] 
MIL—S—6179A. ——s differential pressure, notice 1 ; Sept. 26,1957. [1957.] 
P. 4° (Processed. Specification MIL-S-6179A, July 28, 
isb2, is hereby cancelled. 
MIL—S-6432A., Signal ‘assembly, fuel pressure switch, general specification for, 
notice 1; Sept. 26, 1957. [1957.] 2% p. 4° [Processed. 
Specification MIL-—S-—6432A, May 27, 1952, is hereby can- 


MIL—S—6504A. Signal assembly, oom pesenure, type C-3A, notice 1; Sept. 26, 
1957. (1957.) a8: f Processed. Specification IL-s-— 
6504A, July 33, 1952, is hereby cancelled. ]} 

MIL-S-10133B. Seat, outlet- valve, aluminum-base-alloy diecasting for outlet 
valve, C 15, amdt. 1; Aug. 30,1957. 1957. [1] p.4° (FSC 

MIL-—S-—17227A. Sheathing, felt, coal tar antucaees, for wooden hulls, notice 2; 
Nov. 5, 1957. [1957. _o* [Processed. Military s ci- 
fication MIL-S-1722 A, Jan. 8, 1953 is hereby cancelled. 
Supersedes notice 1, May 9, 1956. 

MIL—S-—18728B. Steel, plate, sheet, and strip. atey 8630, aircraft quality ; Oct. 
8, 1957. [(1957.) 9 p. (FSC 9515.) [Processed 
Supersedes MIL—S-—18728A (ASG). June 6, 1956. 

MIL-S-—18729B. as plate, sheet and ore, alloy, 4130, aircraft quality ; Oct. 

3, 1957. eet) oe 2; 4° (FS 9515.) (Processed. 
Supersedes 18729A (ASG), June 5, 6.) 

MIL-T-2684A. Tube and flue cleaner, boiler, a electric motor driven, 
amdt. 1; Aug. 21, 1957. 1957. 4° (FSC 4940.) 

MIL—T-10064A. Tanks, storage, canvas, water, ber ins 3,000. allon, notice 1; 
Sept. 20, 1957. 1957. 1 p. 4° (FSC 5430.) (Military 
ye MIL—T-10064A, — 20, 1950 is hereby can- 
ce 

MIL-T-—20698. Truck, lift fork, side Te i rs yosumete rubber tires ; 
July 17%, 1957. [1957. © (FSC 3930.) 

MIL—V-95/14A. Vibrator, self-rectifying, ape V VB024801, notice 1 ; Aug. 9, 1957. 
1957. 1p 4° (FSC 61380. [ Specification sheet MIL-V— 
95/1A, July 20, 1954, is Rieck cancelled. } 

MIL—V—20064C. Valve, globe, nonferrous, for ry with freon refrigerant, amdt. 

Aug. 30, 1957. 1957. B 4° (FSC 4130.) ([Super- 
sedes Amendment 1, July 3, 195 

MIL-W-6712A. Wire, prey hen: metal ; July 15, 1987, [1957.] O9p.4° (FSC 
8432. [Supersedes MI W-6712, — 7, 1950.) 

MIL-W-86114. Welding, metal arc and gas, steels corrosion and heat 
resistant alloys, process for; Jul ba 1O5T, {1957.] 8 p. 4° 
[Supersedes MIL—W-8611 (Aer), June 6, 1953.) 

MIL-—W-13169A. wee. ee (or neta test leads) ; Aug. 29, 1957. 
iiss oe 4° (FSC 6145.) [Supersedes MIL—-W- 
tty 1 sig Dee. 11, 1953.) 


Military standards. [Issued with perforations.] D 7.10: (nos.) 
MIL-STD-258. Test and inspection of truck, ut, fork, side-loading, gasoline, 
neumatic rubber tires; July 17, 19€7. [1957.] iv+388 p. 
.4° ({FSC 3980.}]) * Paper, 80c. 
MIL-STD-—401A. Sandwich constructions and core materiale 95 ners test he Oe 


ch ange notice 1: Sept. 20, 1957. oF Mf, »* 
MIL-STD-418. Met eS cal tests for welded joints; 7, 195 (1957.1 
33 p.iL4° * Paper, 30c. 
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Navy Department specifications. [Issued with perforations.) 7 
N 20.6/2: (nos.) 
40Wif. Wheels, abrasive, notice 1; Oct. 15,1957. [1957.] 1p.4° [Processed. 
Navy Department specifications 40W1f, Jan. 2, 1945 and 40Wie, May 
1, 1943 are hereby canceled. ] 
51-—I-11. Inhibitor, corrosion, notice 1; Sept. 25, 1957. [1957.]) 1p. 4° ([Proc- 
essed. Specification 51—-I-11, May'15, 1945, is hereby canceled. ] 
Standardization Manual M (series). ([{Office of Assistant Secretary of 
Defense Supply and Logistics.]) [Issued in loose-leaf form.] © Item 
314-A 
202. Military manual for specifications, Change notice 1; Oct. 3, 1957. [1957.] 
(23] p. 4° * Paper, 15c. D 7.6/3 : 202/ch.1 
Supply and logistics handbook, Standardization H (series). 
206. Gear tooth, load ratings (except | rw oe applications) ; June 11, 1957 


{1957.] cover title, ii+[1]+415 p. ou copyrighted material. 
Issued with perforations. at Re MIL—STD-187 (Ships), +-¥ 17, 
1956.) ¢ D 7.6/2 : 206 


DEFENSE MINERALS EXPLORATION ADMINISTRATION, 
Interior Dept. 


Defense minerals exploration program. [Revised Jan. 1957.] [1957.] 
ii+18 p. narrow 8° [Contains revised answer to question 1.] 7 
1 55.2: P 94/957-2 


EDUCATION OFFICE, Health, Education, and Welfare Dept. 


Bulletin 1957 (series). 


21. Television in education; by Franklin Dunham, Ronald R. Lowdermilk, Ger- 
trude G. Broderick. [1957.] viii+124 p. il. [Text on p. 2 of cover.) 
* Paper, 55e. @ Item 458 
L. C. eard E 57-49 FS 5.3 : 957/21 


Circular. @ Item 459 
511. Survey of State legislation relating to higher education, July 1, 1956—June 
30, 1957; by Ernest V. Hollis, William G. Land and 8. V. Martorana. 
1957.) iv+104 p. 4° [Text on p. 2 of cover.) * Paper, 60c. 
. C. card BE 58-1 FS 5.4: 511 
Education briefs. [Processed.] 7 


12. Experimenting in yo! science. Revised 1957. [1957.] 7p. 4° [In- 
cludes list of other materials in elementary science prepared in Elementary 
Section, Office of Education.] FS 5.44: 12/3 


Financial assistance for students in higher education; [prepared by 
Theresa Wilkins]. Nov. 1957. 5 p. 4° [Processed. Includes list of 
publications giving suggestions as to ways of obtaining financial aid.] t 
L. C. card E 56-110 FS 5.2: F 49/957-2 


Forming National Commission [for Adult Literacy] brightens hope for 
more literate nation; by Ambrose Caliver. [1957.] 2p.4° [Processed. 
Reprint from School life, v. 40, no. 3, Dee. 1957.] + FS5.7/a: N 218/2 


Mise. [Miscellany] (series). [Processed.] 7 


3540-5. Brief review of typical research programs related to home and family 
in Department of Health, Education, and Welfare, 1957; by Edna p 
Amidon. [Nov. 1957.] 15 p. 4° [Includes list of periodicals and 
related bulletins of units in Department of Health, very and 
Welfare. } 8S 5.11: 3540-5 


Opportunities for social workers [in Greece under International Educa- 
tional Exchange Program, announcement]. Nov. 25, 1957. 1 p. 4° 
[Processed.] 7 FS 5.2: So01/2 


Process of transition from school to work; [all lettered poster]. [1957.] 
16 x 20 in. [Reprint from, Transition from school to work, 1957.] + 
FS 5.20: T 68 


Publications of Office of Education on audiovisual education. [Dec. 1957.] 
[2] p. 4° [Processed.] + FS 5.10: Au 2/957 


*For Sale by Superintendent of Documents 
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Regional workshop, vocational-technical education, working paper: Tech- 
nician, what does he do, what must he know; prepared by Division of 
Vocational Education, Trade and Industrial Education Branch. 1957. 
{2]+4+5 leaves, 4° [Processed. Issued with perforations.] + 

FS 5.122: T 22/3 


Selected references (Division of State and Local School System, Instruc- 
tion, Organization and Service Branch.) 

8. Selected references and briefs related to elementary education. Revised Nov. 
1957. [1957.] 3p.4° [Processed.) 

L. C. card E 55-207 FS 5.43: 8/2 

Stolen years. [1957.] [6] p. il. narrow 8° [Relates to overcrowded 

schools and shortened schedules. Reprint from School life, Nov. 

1957.) ¢ FS 5.7/a: St 68 


To cherish and care for [body of their country, for its soil and forests, its 
waters and wildlife; by Effie G. Bathurst and Wilhelmina Hill]. [1957.] 
[4] p. il. 4° [Reprinted from School life, Nov, 1957.] + 

FS 5.7/a: C 423 


Undergraduate engineering, curricula accredited by Engineers’ Council for 
Professional Development (nationally recognized accrediting agency for 
engineering colleges), as of Oct. 1957. [1957.] 5p. 4° [Processed.] + 
L. C. card EB 55-202 FS 5.61 : 957 


EMPLOYEES’ COMPENSATION BUREAU, Labor Dept. 


Federal work injuries sustained during calendar year 1956, Federal em- 
ployees’ compensation act; [prepared by Statistical Division]. [Sept. 
1957.] cover title, [1]+16 p. oblong 12° [Processed.] 7 
L. C. card L56-167 L 26.8 : 956 


ENGINEERS CORPS (Army), Defense Dept. 


Areas 8 and 11, Saugatuck River to Byram River, Conn., beach erosion 
control study, letter from chief of engineers, Army, submitting report 
on cooperative beach erosion control study of shoreline of Connecticut, 
areas 8 and 11, Saugatuck River to Byram River. 1957. vi+46p.1 pL 
11 maps. [Also issued as H. doc. 174, 85th Cong., Ist sess.] {~ @ Item 
334-A D 103.22: Sa 8 

Bellingham Harbor, Wash., letter from chief of engineers, Army, submit- 
ting report, together with accompanying papers and illustration, on 
review of reports on Bellingham Harbor, Wash. 1957. v+25 p. map. 
[Also issued as 8. doc. 46, 85th Cong., Ist sess.] t @ Item 334-A 

D 1038.22: B 41/2/957 


Central and southern Florida, Hendry County west of levees 1, 2, and 8, 
letter from chief of engineers, Army, submitting report on central and 
southern Florida, Hendry County west of levees 1, 2, and 3. 1957. 
xi+25 p. map. [Also issued as 8. doc. 48, 85th Congress, ist ses- 
sion.] t ®@ Item 334-A D 103.22: F 66/3 


Central and southern Florida project, local cooperation in part of 
project authorized by Flood control act of 1954, letter from chief of 
engineers, Army, submitting special report to determine basis for cost 
sharing between Federal and non-Federal interests in water-resources 
development. 1957. vi+74 p. 2 maps. [Also issued as H. doc. 186, 
85th Cong. 1st sess.] { @ Item 334-A D 103.22: F 66/2 


Chatham, Mass., beach erosion control study, letter from chief of engi- 
neers, Army, submitting report on cooperative beach erosion control 
study of Chatham, Mass. 1957. vi+37 p. 3 pl. 6 maps. [Also issued 
as H. doc. 167, 85th Cong., Ist sess.] t @ Item 334-A D103.22:C0 39/2 
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Delaware Coast from Kitts Hummock to Fenwick Island, beach erosion 
control study, letter from chief of engineers, Army, submitting report 
on cooperutive beach erosion control study of Delaware Coast from 
Kitts Hummock to Fenwick Island. 1957. vi+53 p. 10 maps. [Also 
issued as H. doc. 216, 85th Cong., Ist sess.] { @ Item 334-A 

D 103.22: D 37/4 


East Boat Basin, Cape Cod Canal, Mass., letter from chief of engineers, 
Army, submitting report on review of reports on East Boat Basin, Cape 
Cod Canal, Mass. [1957.] 32p.map. [Also issued as H. doc. 168, 85th 
Cong., Ist sess.] ¢{ @ Item 334-A D 108.22: C 17¢ 


Mahoning River Basin, Ohio, West Branch Reservoir, letter from chief of 
engineers, Army, submitting report on review of reports on Mahoning 
River Basin, Ohio, West Branch Reservoir. 1957. xii+42 p. 2 maps. 
[Also issued as H. doc. 191, 85th Cong., Ist sess.] { @ Item 334-A 

D 103.22: M 27 


Manual EM (series). [Issued with perforations.] ~ @ Item 341 
D 103.6/3: (nos.) 


1110-45-301. a | and design: Airfield pavement design, general provi- 
sions and criteria; Aug. 15, 1957. [1957.] cover title, 4 p. 4° 
1110-345-—414. Engineering and design: Design of structures to resist effects of 
atomic weapons, strength of materials and structural elements 
{with bibliography]; Mar. 15, 1957. [1957.] cover title, 
xxi-+ 64 p. il. 4° 
L. C. eard 57-60073 


Millwood Reservoir and alternate reservoirs, Little River, Okla. and Ark., 
letter from chief of engineers, Army, submitting report on survey of 
Millwood Reservoir and alternate reservoirs, Little River, Okla. and 
Ark. 1957. xxi+63p.4 maps. [Also issued as H. doc. 170, 85th Cong., 
1st sess.] { @ Item 334-A D 103.22: M 62 


Mississippi River at St. Paul and South St. Paul, Minn., letter from chief 
of engineers, Army, submitting report on interim report on Mississippi 
River at St. Paul and South St. Paul, Minn. 1957. vi+31 p. 7 maps. 
[Also issued as H. doc. 223, 85th Cong., Ist sess.] ~ @ Item 334-A 

D 103.22: M 691/19 


Mohawk River, N. Y., letter from chief of engineers, Army, submitting 
report on preliminary examination and survey of Mohawk River, N. Y. 
1957. viii+66 p. 4 pl. map. [Also issued as H. doc. 172, 85th Cong., 
1st sess.] ¢{ @ Item 334-A D 103.22: M 72 


Monroe Reservoir, Salt Creek, White River basin, Ind., letter from chief 
of engineers, Army submitting report on interim report on Monroe 
Reservoir, Salt Creek, White River basin, Ind. 1957. xix+41 p. 2 
maps. [Also issued as H. doc. 192, 85th Cong., Ist sess.] ft 
@ Item 334-A D 103.22: M 75 


North Fork, Redbank, and Sandy Licks Creek, at Brookville, Pa., sub- 
mitting report on review of reports on North Fork, Redbank, and Sandy 
Lick Creeks at Brookville, Pa. 1957. viii+31p.3 maps. [Also issued 
as H. doc. 166, 85th Cong. Ist sess.] ~ @ Item 334-A D103.22:N 8if 


Pecos River and tributaries at Carlsbad, N. Mex., and vicinity, letter from 
chief of engineers, Army, submitting report on survey of Pecos River 
and tributaries at Carlsbad, N. Mex., and vicinity. 1957. xi+45 p. 
2 maps. [Also issued as H. doc. 224, 85th Cong., Ist sess.] t ®@ Item 
834-A D 103.22: P 33/2 


Rio Grande and tributaries at Socorro, N. Mex., letter from chief of engi- 
neers, Army, submitting favorable report on review of report on Rio 
Grande and tributaries at Socorro, N. Mex. 1957. xiii+48 p. 2 maps. 
[Also issued as 8S. doc. 58, 85th Cong. Ist sess.}] { @ Item 334-A 

D 108.22: R 47g/2 
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Shell Creek and tributaries, Nebr., letter from chief of engineers, Army, 
submitting report on review of report on Shell Creek and tributaries, 
Nebr. 1957. xii+38 p. 9 maps. [Also issued as H. doc. 187, 85th 
Cong. Ist sess.] { @ Item 334-A D 108.22: Sh4 


Siuslaw River and Bar, Oreg., letter from chief of engineers, Army, sub- 
mitting report on review of report on Siuslaw River and Bar, Oreg. 
1957. 32 p. map. [Also issued as H. doc. 204, 85th Congress, Ist ses- 
sion.] t @ Item 334-A D 103.22: Si9 


Technical memorandums. (Beach Erosion Board.) [Processed.] fT 
D 103.19: (nos.) 


99. Model tests on triple-bulkhead OFS of of Septtas breakwaters; [by Culbertson 
W. Ross]. Sept.1957. [3]+30 
100. ay enerated ripples in paunthene aie [with list of ae a cited ; 
uglas L. Inman]. Oct. 1957. [3]+42+[1]+A-23 p. il 4° 
101, Dune formation and stabilization by vegetation and shaetines {with 
bibliography ; by John H. Davis]. Oct. 1957. [4]+47+A-—11 p. iL 4° 


Tidal hydraulics ; by George B. Pillsbury. Revised May 1956. Army—-MRC 
Vicksburg, Miss. [1956]. vii+247 p. il. ¢ Cloth, $2.50, Waterways 
Experiment Station, Vicksburg, Miss. 

L. C. card 57-60173 D 108.2: T 43/956 


Transportation series. 


5. Transportation lines on Atlantic, Gulf, and Pacific Coasts, 1957; Dn ge 
by Board of Engineers for Rivers and Harbors. 1957. xxxv+476 p. ob- 
long 8° * Paper, $2.25. @ Item 343 
L. C. card 40—29122 D 1038.10 : 5/957 


Water-hyacinth obstructions in waters of Gulf and South Atlantic States, 
letter from chief of engineers, Army, submitting interim report on 
review of reports on water-hyacinth obstructions in waters of Gulf and 
South Atlantic States. 1957. xiv+367 p. il. 17 maps. [Also issued as 
H. doc. 37, 85th Cong., Ist sess.] { @ Item 334-A D 103.22: G 95/4 


Waterborne commerce of United States, calendar year 1955: pt. 1, Water- 
ways and harbors, Atlantic Coast. [1956.] vi+388 p. 4° + Paper, 
$1.30, Division Engineer, New England Division, 857 Commonwealth 
Ave., Boston 15, Mass.; U. 8. Lake Survey, 630 Federal Building, Detroit 
26, Mich. 

L. C. card 55-63535 D 108.1/2 : 955/pt.1 


—— pt. 3, Waterways and harbors, Great Lakes. [1956.] vii+133 p. 4° 
+ Paper, 60c., U. S. Lake Survey, 630 Federal Building, Detroit 26, Mich. 
L. C. card 55-63535 D 108.1/2 : 955/pt.3 


—— pt. 4, Waterways and harbors, Pacific Coast, Alaska and Pacific 
Islands. Army-SFD-CE. Calif. [1956.] viii+147 p. 4° + Paper, 70c., 
District Engineer, San Francisco District, 180 New Montgomery St., San 
be gua 19, Calif. ; U. 8. Lake Survey, 630 Federal Building, Detroit 26, 

ch. 


L, C. card 55-63535 D 103.1/2 : 955/pt.4 


——pt. 5, National summaries. [1956.] [1]+28 p. 4° t Paper, 25c., 
U. S. Lake Survey, 630 Federal Bldg., Detroit 26, Mich. 
L. C. card 55-63535 D 108.1/2 : 955/pt.5 


Waterborne commerce of United States calendar year 1956: pt. 1, Water- 
ways and harbors, Atlantic Coast. [1957.] vii+396 p. 4° + Paper, 
$1.30, Division Engineer, U. 8S. Army Engineer Division, New England, 
150 Causeway St., Boston 14, Mass.; District Engineer, U. 8S. Army 
Engineer District, Lake Survey, 630 Federal Building, Detroit 26, Mich. 
L. C. card 55-63535 D 1038.1/2 : 956/pt.1 


—— pt. 3, Waterways and harbors, Great Lakes. [1957.] vii+153 p. 4° 
+ Paper, 70c., U. S. Lake Survey, 630 Federal Building, Detroit 26, Mich. 
L. C. card 55-63535 D 108.1/2: 956/pt.3 
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Waterborne commerce of United States calendar year 1956: 

—— pt. 4, Waterways and harbors, Pacific Coast, Alaska and Pacific Is- 
lands, Army-SFD-C.B. Calif. [1957. vili-+156 p. 4° Paper, 90c., 
District Engineer, U. 8S. Army Engineer District, San Francisco, 180 
New Montgomery St., San Francisco 19, Calif.; U. 8. Lake Survey, 630 
Federal Building, Detroit 26, Mich. 

L, C. card 63535 D 108.1/2 : 956/pt.4 


FARMER COOPERATIVE SERVICE, Agriculture Dept. 


General report. 


87. Inedible offal as hog feed, processing and feeding by small slaughterers [with 
bibliography]; by Bert D. Miner. Dec. 1957. cover title, iv+18 p. il. 4° 
{ Processed. Text and another illustration on p. l and 2 of cover. ] 7 
L. C. card Agr. 57-325 A 89.11 : 37 


FEDERAL CIVIL DEFENSE ADMINISTRATION 


Notp.—Publications of the Federal Civil Defense Administration having free 
distribution may be requested from their headquarters in Battle Creek, Mich. 
Annual statistics report [fiscal year] 1957. [1957.] [4]+132 p. il. 4° 

({Reports and Statistics Division, Administrative Management Office, 

General Administration.]) [At head of title: Progress report, fiscal 

year 1957.] 7 

L. C. card 55-63670 FCD 1.1/2: 957 
Technical manual TM (series). @ Item 432- 

14-1. United States civil defense : Rescue skills and techniques p (cormeriy Rescue 


techniques and operations) [with list of references]. Sept. 1953, revised 
Oct. seer. [1957.]| iv+116 p. il. 4° [Text on p. 2 of cover.] 
* Paper 

L. C. =. 5 ae 60079 FCD 1.6/8 : 14-1/2 


FEDERAL COMMUNICATIONS COMMISSION 


Rules and regulations. [Title 47, Code of Federal regulations, chap. 1. 
Issued with perforations. ] 


pt. 15. Incidental and restricted radiation devices. 1957 edition. [1957.] 
[4] p. 4° [Reprinted from Federal = ey ept. 20, et | ad LT ies 


FEDERAL DEPOSIT INSURANCE CORPORATION 


Report 
47. Assets, liabilities and capital accounts, commercial and mutual ee banks, 
June 6, 1957. [1957.] cover title, 60 p. oblong 8° [Processed ext and 
map on p. 2—4 of cover.] 
L. C. card 34—28239 Y 3.F 31/8: 9/47 


FEDERAL EXTENSION SERVICE, Agriculture Dept. 


Cut machinery costs that cut your farm profits; [by Robert O. Gilden and 
John B. Claar]. [1957.] 12+ [1] p. il. 4° [Processed.] * A43.2:M18 


FEDERAL FACILITIES CORPORATION, General Services 
Administration 


Nots.—Pursuant to authority contained in the Rubber act of 1948, as amended, 
and to Executive order 10539, dated June 22, 1954, the Secretary of the Treasury 
created the Federal Facilities Corporation, effective July 1, 1954, by charter dated 
June 30, 1954. Said charter provided that management of the corporation should 
be vested in an administrator, who should be ——— by, and be subject to the 
direction and supervision of, the Secretary of the Treasury. 

The Secretary of the Treasury has now amended said charter to provide that the 
management of the corporation shall be vested in a director, who shall be appointed 
by. - nod be subject to the direction and supervision of, the Administrator of General 

ervices. 

Executive order 10720 of July 11, 1957, transfers direction and control of all 
matters under the administration or jurisdiction of the Corporation from the 
Secretary of the Treasury to the Administrator of General Services. 


Rubber Producing Facilities Disposal Commission, report to Congress, 
recommending disposal of Government-owned synthetic rubber plant at 
Institute, W. Va. (Public law 336, 84th Congress). n. p. Jan. 1956. 
cover title, 21+-41A p. il. 4° + T 69.2: R 82 
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FEDERAL HOUSING ADMINISTRATION, Housing and 
Home Finance Agency 


Property improvement loans, general administrative policy applicable to 
property-improvement loans reported for insurance under title 1 of 
National housing act, for use in connection with regulations effective 
Oct. 1, 1954 (including amendments through July 7, 1957). [1957.) iii 
+26 p.4° (FH form 20A.) [Issued with perforations.] t @ Item 594 

HH 2.6: L 78/957 


FEDERAL POWER COMMISSION 


Federal Power Commission reports: Opinions, decisions, and orders, v. 15, 
Jan. 1-June 30, 1956. 1957. xxxiv+[1035] p. 1 tab. * Cloth, $4.25. 
@ Item 438 
L. C. card 40—-29138 FP 1.20: 15 


FPC § (series). 


128. Statistics of electric utilities in United States, 1956, classes A and B pri- 
vately owned companies. [1957.] xxxvi+[414] p. il. 4° ¢ Cloth, $3.75. 
@ Item 440 
L. C. card 41-50431 FP 1.21: 128 


National electric rate book. [Processed.] 


Notr.—The National electric rate book and individual rate books for the 48 
States, covering the rates charged by publicly and privately-owned utilities in com- 
munities of 2,500 or more population (communities of 1,000 and more included 
when served under same schedules), are issued in loose-leaf binders. Supplementary 
sheets, fuel paiammens data, or complete State supplements showing revisions and 
new rate schedules, etc., are issued periodically. rice, $25.00, including binders 
and Supplement service for 12 months from date of order: Supplement service 
thereafter, $15.00 a yr.; State rate books, $1.50 each. Orders and remittances 
should be submitted to the Federal Power Commission, Washington 25, D. C., by 
check or money order payable to the Treasurer of the United States. 


National electric rate book: Alabama. Oct. 21, 1957. 14 p. 4° [Super- 


sedes p. 1-13, Oct. 15. 1956.] FP 1.18: Al 1b/957 
—— California. Nov. 28, 1957. 34 p. 4° [Supersedes p. 1-33, Sept. 12, 
1956 and July 1, 1957.] FP 1.18: C 12/957 
—— Colorado. Sept. 5, 1957. 15 p. 4° [Supersedes p. 1-14, June 20, 
1956. ] FP 1.18: C 71/957 


—— Georgia. Aug. 9, 1957. 17 p.4° [Supersedes p. 1-17, July 25, 1956.] 
FP 1.18: G 29/957 


——TIdaho. Oct. 24,1957. 8p.4° [Supersedes p. 1-8, Aug. 6, 1956.] 
FP 1.18: Id 1/957 


—— Maryland [and] District of Columbia. Sept. 20, 1957. 9 p. 4° 
[Supersedes p. 1-9, Sept. 15, 1956.] FP 1.18: M 36/957 


—— New York. Oct. 2, 1957. 25 p.4° [Supersedes p. 1-25, Oct. 1, 1956.] 
FP 1.18: N 42y/957 


—— Pennsylvania. Nov. 12,1957. 30p.4° [Supersedes p. 1-50, July 20, 


1956.] FP 1.18: P 38/957 
——— South Carolina. Nov. 18, 1957. 13 p.4° [Supersedes p. 1-13, Sept. 
14, 1956.] FP 1.18: S 08c/957 


——— Tennessee. Oct. 15,1957. 9p.4° [Supersedes p. 1-9, Oct. 15, 1956.] 
FP 1.18: T 25/957 


—— Washington. Oct. 9, 1957. 20 p. 4° [Supersedes p. 1-19, June 20, 


1956.] FP 1.18: W 27/957 
—— Wyoming. Nov. 14, 1957. 12 p. 4° [Supersedes p. 1-12, Aug. 6, 
1956. J FP 1.18: W 99/957 
[National electric rate book: Fuel adjustment data, Jan. 1, 1957] ; Alabama. 
[1957.] 1p. 4° FP 1.18: Al 1b/2/957 
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{National electric rate book: Fuel adjustment data, Jan. 1, 1957]; Cali- 





fornia. [1957.] 1p. 4° FP 1.18: C 12/2/957 
Colorado. [1957.] 1p. 4° FP 1.18: C 71/2/957 
—— Georgia. [1957.] 1p. 4° FP 1.18: G 29/2/957 
—Idaho. [1957.] 1p. 4° FP 1.18: Id 1/2/957 


—— Maryland and District of Columbia. [1957.] 1 p. 4° 
FP 1.18: M 36/2/957 


—— New York. [1957.] 1 p. 4° FP 1.18: N 42y/2/957 
—— Pennsylvania. [1957.] 1p. 4° FP 1.18: P 38/2/957 
—— South Carolina. [1957.] l1p.4 FP 1.18: So 8¢/2/957 
—— Tennessee. [1957.] 1p. 4° FP 1.18: T 25/2/957 
—— Washington. [1957.] 1 p. 4° FP 1.18: W 27/2/957 
— Wyoming. [1957.] 1p. 4° FP 1.18: W 99/2/957 


FEDERAL RESERVE SYSTEM BOARD OF GOVERNORS 


1957 survey of consumer finances: Preliminary findings of 1957 survey of 
consumer finances; Housing and durable goods [prepared by Alfred P. 
Johnson]; Financial position of consumers [prepared by Mona E. 
Dingle]. n. p. [1957]. [53] p. il. 4° [Reprinted from Federal reserve 
bulletin, Mar., June, and Aug. 1957.) ¢ 
L. C. card 50-39941 FR 1.3/a: F 49/957-2 


FEDERAL SUPPLY SERVICE, General Services Administration 


Federal specifications. [Issued with perforations.] @ Item 563 
GS 2.8: (letters-nos.) unless otherwise indicated 
Notge.—Federal specifications can be purchased from the General Services Admin- 
istration, Business Service Center, Region 3, 7th and D Streets, 8. W., Washington 
25, D. C. All checks and money orders should be made payable to the Treasurer 
of the United States. Single copies required for bidding purposes are available 
without charge at the nearest GSA regional office. 


DD—-B-620a. Bettie wqeties (with stoppers), amdt. 1; Nov. 14, 1957. 1957. 
1 p. 4° 


Pp 
GG-—P-606. Powder-blowers, hand, coneiaatien 5, at 28, 1957. 1957. 1 
p. 4° 10/8: '@G-P. P-606/cancel. 
GG-S-86a. — ap errt | oe yas oo: as ‘L: Nov. 26, 1957. 1957. 
° (F 0.) 

GG-S-—619a. Splicer, phot ograpnse film, hand operated, 16 mm and 35 mm 
ov. 1 Lh 8p.il.4° (FSC eves.) + enone 

sedes Fed. spec. GG—S-—619, Apr. 25, 1952.] +t Pa 
GGG-J-5le. Jacks, eor Low hydraulic, hand operated ; =“ 26, 1957. 
[1957.] ‘he 5 a 4° (FSC 3460, 4910, 5120.) [Supersedes 


Fed. spec. % 51b, Sept. 14, 1954.) + Paper, 25c. 
GGG-W-686. “oe torque, amdt. 1; Nov. 14, 1957. 1957. 1p.4° (FSC 
O-I-490. Inhibitor, corrosion, liquid qgoting apetens } Nov. 27,1957. [1957.] 
4° (FSC 6850.) [Supersedes Int. Fed. spec. O-C—00746a 


6 
{¢ }SA- FSS), June 15, 1956, and Fed. spec. O-C-—746, May 17, 
951.) + Paper, 5e. 

00-C-851. Cutter bit, tool holder (solid high: greet steel), amdt. 1; Nov. 14, 
1957. 1957. 1p.4° (FSC 345 5.) t 

00O-D-691a. Drill, pocnmets ne" and borer, wood, pneumatic; Nov. 5, 
1957. (1957. oF i 4° (FSC 5130.) [Supersedes Int. 
Fed. spec. OO- 1-006 1 (Navy), Aug. 22, 1955.) + Paper, 10c. 

OO-H-116a. Hammer, pneumatic, portable, (chipping and scaling); Nov. 5, 
1957. 1957.) Op.il.4° (FSC 5130.) [Supersedes Int. Fed. 
spec. OO—-H-00116 (Nav Peg +f Nov. 1, 1955.] t Paper, 10c. 

OO-L-146c. Lathe ae for milli rilling, boring and grinding, can- 
cellation ; Nov. 1957. 1957. 4° Ft 

OO-M-340. Milling, Th AR driting, slotting attachment; Nov. 19, 1957. 
{1957.] 16p.4° (FSC 3460.) [Supersedes Fed. spec. '00-L- 
146c, Mar. 3, 1954.) f Paper, 10¢c. 

P-S-—6164. Soap, wae (floating white) ; Nov. 6, 1957. 1957.] 6 p. 4° 


(FSC 8520.) [Supersedes Int, Fed. spec. P- 616e (GSA- 
FSs), Oct. 12, 1956, and Fed. spec. P-S—616b, July 9, 1952.) 
aper, oc. 


*For Sale by Superintendent of Documents 
+Distribution Made by Issuing Office 
Page 36 tOfficial Use. Not Available 





555 


556 


557 


558 
559 
560 
561 


562 
563 
564 


au 
= 
on” 


56€ 


567 
568 


57 


57 








555 


556 


557 


558 
559 
560 
561 


562 
563 
564 


a 
—) 
a 


566 


567 
568 


570 


571 


572 


573 


574 


JaNuARY 1958 


Federal specifications—Continued 


PPP-P-31. Preservation, packaging, packing, and marking of material, and 
shi ping, instructions ( on c we and storage), cancel- 
lation ov. 4,1957. 1957. BS As 

QQ-A-270a. Aluminum alloy, bars, rede, ow x apes EP 6061 and 6062; 
Nov. 6, 1957. [1957.} C 9530 and 9540.) [Super- 
sedes Sek spec. QQ—A mf hy 23,1951.) ft Paper, 5c. 

QQ-A-371c. Aluminum alloy ingot (for remelting) : Cet. 30, 1957. [1957.] 
7p. 4° (FSC 9650.) [Supersedes Fed. spec. QQ-A A-371b, Feb. 
5, 1952.) + Paper, 5c. 

QQ-A-601b. Aluminum alloy sand castings, amdt. 1; Nov. 7, 1957. 1957. 1 


Pp 
QQ-B-636b. Brass, naval, leaded and non-leaded, rods, bars, shapes, and forgings, 
cancellation ; Oct. 23,1957. 1957. 1p.4° ¢ 
QQ-B-638. Brass, naval, leaded and non-leaded, plate, rolled bar, sheet, and 

strip, cancellation ; Oct. 28, 1957. 1957. 1p. 4° ft 

QQ-S—633a. Steel bars, carbon, cold finished and hot rolled A purpose) ; 
Nov. 6 bo 86 of et 8p.4° (FSC 9510.) (Supersedes Fed. 
spec. Sept. 22, 1949.] + Paper, 5c. 

RR-C-82a. Cans, 8 aaa ph we th mame taper-side, zinc-coated, and 
covers, amdt. 1; Nov. 14, 195 {1957.] 4p. il. 4 t 

RR-H-450. as card-label, Post Office mailba yack ; Nov. 19, 1957. [1957.} 

il. 4° (FSC 9905.) t+ Paper, 

TT-W-551b. ere chromated ~ gy ‘chloride ; nee 12, 1957. 
wooodt p. 4° (FSC 8030.) say Int. Fed. spec. 
el RE (GSA-FSS), Sept. 7, 1956 and Fed. spec. TT-—W— 
551, Apr. 29, 1941.] + Paper, 5c. 

W-R-200a. Report system, watchman’s; Nov. 25, 1957. [1957.] 8 p. 4° 
(FSC 5830.) [Supersedes Int. Fed. spec. W-—R-00200 (GSA-— 
FSS), Apr. 16, 1957 and Fed. spec. W—W-101a, Jan. 29, 1947.] 
t Paper, 5e. 

Y-—O-660c. Oranges, fresh, (California and Arizona) ; Nov. 4, 1957. [1957.] 
5 p. 4° [Supersedes Int. Fed. spec. ¥-0-00660b (AGR- AMS), 
eee. 8, 1957 and Fed. spec. Y-O—660a, July 10, 1952.) { Paper, 


Federal standards. [Issued with perforations.] ® Item 563 
GS 2.8/3: (nos.) 


Notge.—Federal standards may be purchased from the General Services Adminis- 
tration, Business Service Center, Region 3, 7th and D Streets, SW., Washington 
25, D. C. All checks and money orders should be made payable to the Treasurer 
of, the United States. Single copies are available without charge at the nearest 
GSA regional office. 


81. Posterater, Paper, desk, amdt. 1; Nov. 12, 1957. 1957. 1 p. 4° (FSC 


123. wi & for domestic shipment, (civilian agencies) ; Nov. 4, 1957. [1957.] 

{Supersedes Int. Fed. std. 00123 (GSA-FSS), June 11, 1957; 

Fed. 8 Fo PPP-—P-31, Nov. 17, 1954; and Int. Fed. spec. PPP- Pp- 0033 
(GSA_FSS), Feb. 9, 1953. ] ft Paper, Be 


Federal supply schedule, class. [Processed.] tf 


103, pt. 1. a * and ional Buyit service, Nov. 1, se Ne Bart gre. 
pared b aw uying Division. (1957 LD ontrol 
no. 61, 2. 7 103/pt. 19ST. -58 


Federal supply schedule, FSC group. [Processed.] t GS 2.7/4: (nos.) 


26. Tires and tubes Geemerly Sos 83), FSC class 2620, tires and tubes, pneu- 
matic aircraft, Jan. 1 1958 ; prepare? j by National Buying Division. 
[1957.] 21 p.4° (Control no. 59, Code 

26. Tires and tubes, pt. 2 (formerly class 8, pt. 2), FSC class 2610, tires and 
tubes, pneumatic, except aircraft, FSC class 2630, tires, solid and cushion, 
Jan. 1—Dec. 31, 1958; prepared by National Buying oe Washington 
25, D. C. (1957. ] 90 p. 4° (Control no 4, Code 19—N.) 

67. Photographic equipment, pt. 3 (formerly class 18, pt. 3), FSC class 6720, 
cameras, still picture, FSC class 6730, poene e ye equipment, 
FSC class 6740, photographic developing and finishing equipment, FSC 
class 6750, photo raphic supplies, rse class 6760, light filters and photo- 
graphic shutters, Bee, 1, Nov. 30, 1958 ; : prepared oe National Buying 
Division. [195 2 "D. 4° (Control no. N.) [Also in- 
eludes certain me fn FSC class 3590, presses, laminating, FSC class 
6640, cloth for cleaning films and lenses, FSC class 6645, timers, interval, 
FSC class 9330, plastic sheets and strips. ] 

75. Office supplies (formerly class 53, pt. 5), eqveienes, rinted and Jan. 
1—June 30, 1958; prepared b me Buying D vision. [1957 22 p 
il. 4¢ (Control no. 46 ; Code 9 

75. Office supplies, pt. 1, [FSC class 710, Office supplies, FSC class 7520, Office 
aa and accessories, FSC class 7530, Stationery and record forms] 
Dec. 1957—Nov. 30, 1958, supp. 3 Reooases by National Buying Division. 
(1987.)} [2] p. 4° (Control no. 44) ode 63—-N af 
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GOVERNMENT PUBLICATIONS 


Federal supply schedule, FSC group—Continued 


76. nome, maps, and or ublications, pt. 1, sec. A and B (formerly class 35, 
pt. 1, sec. A and B), FSC class 7610, books and pamphlets, FSC class 7640, 
Charts Dee. y Fi Ps 7-Nov. 30, 1958 ; : prepared by National Buying Division. 

[1957. op. = (Control no. 36 ; N.) 

93. Nohmmetalite ,° ricated materials (formerly class 8, pt. 1), FSC class 9340, 
Glass fabricated materials (including ncetins of vehicles), GSA region 3, 
District “ i; ae and Mar zene +e and West Vir nia, Jan. 1- 
Dec. 31, 1 STtea by GSA region 3, Washington 25, D. C. [1957.] 
6 p. 4° (Contra Code 18-3.) 


Interim Federal specification. [Processed. Issued with perforations.] f 
GS 2.8/5: (letters-nos. ) 
00-W-00891 (Navy). Wrenches, pneumatic, impact and nut runner, portable, 
amdt. 6; Oct. 16, 1957. 1957.) 1p. 4° (FSC 
5130.) [Supersedes Amendment 5, Jan. 31, 1957.] 
P—R-791 (Navy Ships). Rust removing compound (phosphorie acid base) (for 
use on ferrous metal surfaces), notice 1; Oct. 1, 
1957. Lat 1 p. 4° [Specification P-R-791 
{er7, ips), Mar. 31, 1952 and Amendment 3, 
9, 1955 are hereby canceled, } 
W-F-—00350 (Navy Ships). Film, , radiographic, industrial and medical, amdt. 
22,1 ([1957.] 1p.4° (FSC 6625, ots.) 
W-S-—00564 (Navy Ships). Soldering guns; Oct. 26, 19 7. {1957.] 11 p. il 4° 
(FSC 3432.) 


FISH AND WILDLIFE SERVICE, Interior Dept. 


©. F. 8. (series). [Processed.] 7 I 49.8/2: (nos.) 

1614. Alaska fisheries, 1956. annual summary. [1957.] [1]+7 p. il 4° 
(Branch of Alaska Fisheries.) 

1648. Massachusetts landings, 1956, by gear and subarea, annual summary. 
{1957.]} [1]+15 p. il 4¢ (Branch of Commercial Fisheries. ) 

1658. Middle Atlantic fisheries, 1956, annual summary. [1957.] fil+s p. il. 
4° (Branch of Commercial Fisheries.) 

1676. New Englind fisheries, 1956, annual summary. [1957.] [1]+6 p. il. 4¢ 
(Branch of Commercial Fisheries. ) 


Commercial fisheries review, index for 1954, v. 16; (nos. 1-12). [1957.] 
cover title, 44 p. 4° [Processed. Text on p. 2 of cover.] 
L. C. card F39-3 I 49.10: 16/ind. 


Commercial fisheries review, separates. [Processed.] + 1I49.10/a: (nos.) 
485. Maine herring explorations and fishing gear e ae {with list of 
literature cited by Keith A. Smith. [1957.] 4° [From v. 19, 

no. 9, Sept. 1957. 

486. Body fluid losses of northern and southern oysters [with bibliography]; by 
Milton Fingerman, Laurence D. Fairbanks, and Warren C. Plauche. 
{1957.] p. 16-18, il. 4° [From v. 19, no. 9, Sept. 1957.) 

487. Research in Service laboratories: Comparative study of fresh-water and 
salt-water ice as preservatives for haddock; (Standards, breaded shrimp 
standards meeting at New Orleans, July 1, 1957}. (1957. } p. 19—20, il. 4° 
[From v. 19, no. 9, Sept. 1957.) 

488. Canada: Lobster and oyster culture at Prince Rupert, B. C. [1957.]  p. 
62-64, il. 4° [From vy. 19, no. 9.] 

489. Investigation of chemistry of texture changes of frozen blue crab meat [with 
list of laterature cited] ; by George S. Morrison and Fletcher P. Veitch. 
(1957.] p.1-5, il. 4° [From v. 19, no. 10, Oct. 1 


Fishery bulletin. © Item 611 


121. vee of Pacific sardine (Rardinepe caerulea) [with list of literature 
cited] ; by John S. MacGregor ] ili+427-449 p. il. 4° [From v. 
57.] * Pa er, 25c. 
L. C. card 57-61596 I 49.27 : 121 


Fishery leaflets. [Processed.] + I 49.28: (nos.) 


836bhh. Commercial fisheries outlook, markets, supply, demand, Oct.—Dec. 1957 
{with bibliography; prepared in Branch of Commercial Fisheries]. 
1957.] [2]+48 p. il. 4° 
441. ae Me ey Salvelinus namaycush) ; by Paul H, Eschmeyer. Aug. 1957. 
p. il. 
442. Sea scallop boats and gear; by J. A. Posgay. Aug. 1957. 7 p. il. 4 pl. 4° 
{Rey Leos of Fisheries leaflet 25, Gear used in sea scallop Rebecs, Apr. 


Research reports. I 49.26: (nos.) 


49. Ova production of American shad in Atlantic Coast rivers [with list of litera- 
oy cited] ; by William S. Davis. [1957.] [2]+5p. * Paper, 5c. @Item 


L. C. card 57-61653 
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JANUARY 1958 


Research reports—Continued 
50. Growth rate of Browns Bank haddock [with list of ~~ 7 eel by John 


Wise. 1957. [2] +15 p. il. *Cloth,10c. @ Item 6 
L. C. card 57-61590 


Special scientific reports: Fisheries (series). [Processed.] t 
I 49.15/2: (nos.) 
220. Migrations of horseshoe crab, ~\ Peet polyphemes, in Plum Island Sound, 
ass. [with list of references] ; ohn P, Baptist, Osgood R. Smith, 
and John W. Ropes. Washington, yh. C., Sept. 1957. [3]+15 p. il. 4° 
222. Surv ag! of ocean fisheries off Delaware Bay [with list of literature cited] ; 
red C. June and John W. Reintjes. Washington, D. C., Aug. 1957. 
14] +55 p. il. 4° 
226. U. S. Federal fishery research on Great Lakes through 1956; by Ralph Hile. 
Oct. 1957. [3]+46p. 4° 
227. English translations of fishery literature, a yay listings, 1957; by 
Leslie W. Scattergood. Aug. 1957. [1]+-6 
231. Studies on marking of commercial shrimp one “bolo ical stains [with list 
of references] ; by C. E. Dawson. Washington, D. C., Sept. 1957. [3] + 
24 p. il. 4° [Prepared in cooperation with University of Texas.) 
235. Survey of shrimp fisheries of Central and South America; by Milton J. 
Linder. Washington, D. C., Nov. 1957. v-+166 p. il. 4° 


FOREIGN AGRICULTURAL SERVICE, Agriculture Dept. 


{Foreign Agricultural Service miscellaneous] FAS-M (series). [Proc- 


essed.] Tf A 67.26: (nos. ) 
24. Staly, s give production and table olive industry ; by Karl W. Opitz. [1957.] 
v+ 4° 


to 


5. Australia’s dairy industry, competitive aspects; by W. Bruce Silcox. [Nev. 
1957.] [(2]+22p. 4° 

6. New Zealand’s dairy industry, competitive aspects ; by W. Bruce Silcox. [Nov. 
1957.) iv+-19 p. il. 4° 

7. Mexico's livestock and meat industry. Nov. 1957. ii+16+ [1] p. il. 4° 


Foreign agricultural trade of United States, fiscal year 1956-57. Nov. 1957. 


56+[1] p.il. 4° [Processed.] 7 
L. C. card 53-61165 A 67.19/38 : 956-57 


Foreign agriculture reports. ® Item 76-E A 67.16: (nos.) 


104. Competition in Japanese market for eT products; by Riley H. 
Kirby. [Nov.1957.] iv+31 p. il. -aper, 
L. C. card Agr 57-321 

105. Agricultural trade with cooperatives of Japan; by John H. Heckman. Nov. 
1957. iv+12 p. [Prepared in cooperation with Farmer Cooperative 
Service.] * Paper, 10c. 
L. C. card Ag 57-308 


World agricultural situation, 1958. [Dec. 17, 1957.) cover title, 55 p. 
il. 4° [Processed. Text on p.2o0fcover.] 7 
L. C. card 55-61136 A 67.27 : 958 


to 


FOREIGN COMMERCE BUREAU, Commerce Dept. 


New horizons for trade publications. [1957.] cover title, 8 p. il. 4° 
(Trade Missions Division, Office of Trade Promotion.) [Processed. 
Text on p. 24 of cover.] 7 C 42.2: T 67/3 


US business participation in trade fairs abroad; [prepared by Robert L. 
Pritchard]. [1957.] cover title, 29+[1] p. il. * Paper, 15e. © Item 
231-A 
L. C. card 57-61618 C 42.2: F15 


World trade information service, pt. 1, Economic reports. [Issued irreg- 
ularly.] * Paper, $6.00 a yr., $2.50 additional for rane, mailing ; single 
copy each 10c. (1-3 yr. subs.). ©@ Item 231-B C 42.13/1: (nos.) 
57-80. Basic data on economy of Libya [with bibliography ; prepared by Ste Cri] 

Duncan-Peters, with contributions by Robert K. Olsen}. [Oct. 1 

16 p.il.4° * Paper, 10c. pon mee ies : Us 
57-81. Establishing business in Israel; [prepared by Woodrow Gainous]. ov. 

“195 57.) f2 p. 4° {Supersedes WII. pt. 1, no. 56-35, Apr. 1956.) 

° Paper, 10e. 
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World trade information service: pt. 2, Operations reports. [Issued irreg- 
ularly.] * Paper, $6.00 a yr., $2.50 additional for foreign mailing; single 
copy each 10c. @ Item 23i-B C 42.13/2: (nos.) 


57-110, ey On ‘oor in Italy; [prepared by Howard F. Shepston]. ([Oct. 
12 4° [Contains information which supersedes that in 
Travelers’ baggage regulations of Italy, pt. 2, no. 57-33, Mar. 1957.] 
aper, 10c 
57-114. Preparing shipments to Peru ; (pre ~e in American Republics Division, 
fice of Kconomic Affairs]. 957. 8 p. 4° * Paper, 10c. 
57-115. Preparing shipments to Union off South Africa ; [pre epared in Near Hast- 
= jee aa Office of Economic airs]. (Nov. 1957.] 
e aper, 10¢ 
57-116. Patent and trademark poayigtions of Taiwan ; [prepared by F. B. Ahern]. 
(Nov. 1957.] 4p. 4° Paper, 10c. 
57-117. Licensing and Sow 1087.1 controls, Afghanistan; [prepared by Robison H. 
Barber}. (Nov. 1 4p.4° * Paper, 10c. 
57-118. Marking Va labeling Shicteonte of the Netherlands ; sere, in 
Ys 5 —- —— Office of Economic Affairs]. [Nov. 1 
o ‘aper, 
57-119. Licensing ine a i e controls, Saudi Arabia; [prepared by A. J. Peter- 
son]. Nov. 1997.1 4p.4° * Paper, 10c. 
57-120. Licensing ~ exchange controls, Fed. Rep. of Semen and western 
Berlin; [prepared by Richard L. Mattheisen]. [Nov. 1957.] 8 p. 4° 
{oRy se World trade information service pt. 2, no. 55-67, 
t Paper, 10c. 


World trade information service, pt. 3, Statistical reports. [Issued irreg- 
ularly.] * Paper, $6.00 a yr., $1.50 additional for foreign mailing, single 
copy each 20c. @ Item 231-B C 42.13/3: (nos.) 
57-37. Foreign trade of Syria, 1955-56; [prepared by International Economics 

sues ae, Office of Economic Affairs]. [Oct. 1957.] 4 p. 4° 
aper, 20c 
57-38. Role o foreign trade in United States economy; [prepared by Carl P. 
Blackwell}. [Nov. =— 1 {1])+6p.4° * Paper, 20c. 
57-39. Recent developments Jnited States — trade ; (prepared by 
Wendell Db. Hance}. > 1957.) [(1]+10 p. 4° * Paper, 20c. 
57-40. Role of United States tariff and effects of changes in duty rates; Bae 
pared by Carl P. Blackwell]. [Nov. 1957.] il] +9 p. 4° * Pa Uc. 
57-41. International comparisons of tariff levels, nok nature and sign Renene ; : 
penpares by Carl P. Blackwell]. [Nov. 1957.] [1]+6p.4° * Paper, 


2 
57-42. World trade review as of Oct. 1957; [prepared by International Economic 
Analysis Division, Office of Economic Affairs]. [Nov. 1957.] 12 p. 
il. 4° * Paper, 20c. 
57-44. Foreign trade of Japan, 1955-56; [prepared by International Economic 
one —epgca Office of Economic Affairs]. [Nov. 1957.] 8 p. 4° 
a c, 
57-45. Foreign | trade of Indonesia, 1955—56 ; [prepared by Interpational a ay 
—— eee. Office of Economie Aff irs]. (Nov. 1957.] 4p. 4 
aper, 20c 
57-46. contribution of imports to U. S. food sup Oe 1956, and comparisons 


with 1953-55; [prepared by Muriel oore]). (Nov. 1957.) 4 p. 
il. 4° a 4 20c, 


FOREST SERVICE, Agriculture Dept. 


Central States Forest Experiment Station: Miscellaneous releases. [Proc- 
essed.] 7 A 13.68/8: (nos. ) 
16. Silvical characteristics of Ohio buckeye [with list of ~ <m cited; by] 

Robert W. Merz. ([Sept.1957.] cover Se. {2])+12p 
. Silvical characteristics of northern red oak [with list of literature cited ; by] 
Ivan L. Sander. ([Oct.1957.] cover title, [2)+15 p.i 


Forest pest leaflet. @ Item 82-A 
20. eee + of pine [with list of references]; by B. Zak. Nov. 1957. 4 p. il. 
aper, 
L. Cc. card ‘Agr 57-330 A 13.52: 20 


Lake States Forest Experiment Station: Station papers. [Processed.] 
t A 13.61/8: (nos. ) 
51. Deterioration of sugar maple following logging damage [with list of litera- 
ture cited] ; by Gene A. Hesterberg. Aug. 1957. ay title, [1] +58 p. 
il. 4° [List of some recent Station papers on p. 3 of cove 

52. Silvical characteristics of tamarack (larix laricina) [with list of literature 
cited; by] Eugene I. Roe. Sept. 1957. cover title, [1]+22+([1] p. il. 4¢ 
(T ext on p. 2 and 3 of cover.] 

53. Record of timber cut from forest of Lake States, 1954; by Arthur G. Horn. 


Sept. 1957. cover title, i+47 p. il. oblong 8 (List of some recent 
Station papers on p. 3 of cover.) 
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JanuARY 1958 


Southern Forest Experiment Station: Occasional paper. [Processed.] f 
153. Pole growers uide [with list of literature available]; by Hamlin L. Wil- 
liston. 957 a title, 34 p. il. 4° [Includes po e — stri iy Text 
on p. 2 it cover.] A 138.40/6: 153 


Umpqua National forest [Oreg.]. Sept. 1957. 1 sheet (with map on verso) 
il. f°, folded into 8° size and so printed as to number 6+([3] p. (Pacific 
Northwest Region) + @ Item 85 
L. C. card Agr 57-332 A 13.13: Um 6/2/957 


GENERAL ACCOUNTING OFFICE 


GAO manual for guidance of Federal agencies: Title 2, Accounting prin- 
ciples and standards and internal auditing guidelines, transmittal sheet 
no. 2-1; Nov. 4, 1957. [1957.] [18] p. [Issued in loose-leaf form.) 
* Paper, $1.50 (including basic manual and supplementary service) ; 50c 
additional for foreign mailing. GA 1.6/2: 957/trans.2-1 


GAO manual for guidance of Federal agencies: Title 7, Standardized 
fiscal procedures, transmittal sheet no. 7-1; Ort. 21, 1957. [1957.] [13] 
p. [Issued in loose-leaf form.] * Paper, $1.75 (including basic manual 
and supplementary service) ; 50c. additional for foreign mailing. 

GA 1.6/7 : 957/trans.7-1 


GEOLOGICAL SURVEY, Interior Dept. 


Bulletins. @ Item 620 119.3: (nos.) 


1042—J. Coal resources of Oklahoma [with list sf we ; by James V. A. 
Trumbull. 1957. vi+307-382 Bs 1. map in pocket. 
[Prepared in cooperation with igatoma ‘Geological urvey. Con- 
tributions to economic geolo * Paper, $1.00. 

1046-F. Notes on geology of ay list 0 of a Ne cited] ; by M. R. 
Klepper and D. G. Wyant. 1957. iii+87-148 p. (Contubations 
to geology of uranium.] * Paper, 25c. 

1052—A. Scattered gamma rays from thick uranium sources [with list of litera- 
ture cited] ; joy A Y. Sakakura. oy MA a p. il. [Experimental 
and theoretic. A gm bere 5 Be ay ~ te 

1056—A. Geologic names rth America ened in 1936-1955; by Druid 
Wilson, William J. Sando, and Rudolph W. Kopf. 1957. v+405 p. 

Com fiation of new geologic names of North America, includin 
reenland, West Indies, Pacific Island ssessions of the Unit 
States, and Trust territory of Pacific Islands.) * Paper, $1.00 


Circular. 


401. ayearm and maps of Geological Survey released only in open files, 1956; by 
tsy A. , William Bisenlohkr, jr., and - ur Johnson. Washing- 

ton, D. C., 1957. (1) +12 p. 4° (Processed. ] 
L. C. card GS 52-15 119.4/2: 401 


Professional papers. © Item 624 119.16: (nos.) 

294-B. Studies of longitudinal stream profiles in ven vas + Mar Med ST pet [with oo 
= references cited] ; by John T. Hack. 7. il. 1 

in pocket, 4° [Preliminary results e ~='t or hone of amolt io 

valle s in relation to geology. Some factors controlling longitudinal 

rofiles of streams are oy bed in quantitative terms. Shorter con- 
ributions to general geolo, ogy. * Paper, 75c. 

294-E. Comer of Du Noir area, Fremont County, Wyo. [with list of literature 

]; by William R. Keefer. 1957. iv+155-221 p. il. 2 maps in 
pocket, 4° [Detailed study of geology of 250-square-mile area in 
extreme northwestern part of Wind River basin, yo. Prepared in 
cooperation with Geological Survey of Wyoming and Department of 
Geology of University of Wyoming as part of program of Department 
of Interior for development of Missouri River Basin. Shorter contri- 
butions to general geology.], * Paper, $1.25. 

297-A. Geology and beryl deposits of Peerless pegmatite, Pennington County, 
S. Dak. [with list of literature cited]; by Douglas M. Sheridan [and 
ethers]. 1957. ili+47 p. il. 5 pl, 4 are in pocket, 2 p. of p. 4° 
[Pegmatites and other precambrian rocks in southern Black Hills. Con- 
cerns work done partly on behalf of Atomic Energy Commission and is 
published with permission of the Commission.] * Paper, $1.50. 

314—A. Tertiary and Pleistocene brachiopods of Okinawa, Ryukyu Islands [with 
list of references]; by G. Arthur Cooper. 1957. iii+20+([6] p. iL 
5 p. of pl. 4° [Shorter contributions to general geology.] * Paper, 60c. 
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Water-supply papers. © Item 625 119.13: (nos.) 
1260-E. Floods of Apr.-June 1952 in Utah and Nevada, floods of 1952; [prepared 
in Water Resources Division]. 1957. viii+577-686 p. il. map in 

ocket. [Prepared in cooperation with California, Idaho, Nevada, 

tah, and Wyoming, and agencies of Federal government.] * Paper, 


$1.00. 

1360-I. Reconnaissance of ground-water resources of Elkhorn Basin above Pilgar, 
Nebr. [with list of selected references] ; by Thomas G. Newport; with 
section on Chemical er! of water, by Robert A. Krieger. 1957. 
iv+715—754-+-iii p. il. 1 pl. and rome A in pocket. [Prepared as part 
of program of Department of Interior for development of Missouri 
River Basin. Includes title page and contents to Contributions to 
hydrology of United States. 1955. Contributions to hydrology of 
United States.) * Paper, 75c. 

1425. Ground water in Crow Creek-Sand Lake area, Brown and Marshall 
Counties, 8. Dak. [with list of literature cited]; by F. C. Koopman. 
1957. iv+125 p. iL, 7 maps in pocket. [Prepared as part of pro- 
fram of Pepertinent of Interior for development of Missouri River 
asin.] * sper 1.25. 
L. C. card GS 57-257 

1492. ao | of publications relating to prewns water prepared b 
Geologica saeveg and cooperating agencies, 1946-55; by Robert C. 
Vorhis. 1957. iii+203p. * Paper, 60c. 
L. C. ecard GS 57-258 


HEALTH, EDUCATION AND WELFARE DEPARTMENT 


Regional office directory, professional and administrative personnel; [Oct. 
1, 1957]. [1957.] cover title, 21 p. map, 4° (Office of Field Services.) 
[Processed.] f FS 1.17/2: 957-2 


HOUSING AND HOME FINANCE AGENCY 


Basic statutes [public regulations, and formal orders of administrator, v. 
1, book 1 and 2, Nov. 1, 1955, revised pages]; May 1, 1957. [1957.] 4 
leaves+([185] p. (OA manual series.) [Includes Transmittal letter 
L-28. Issued in loose-leaf form.] * Fabrikoid, $10.00 (including basic 
manual and changes issued approximately 8 times a yr.), $2.50 additional 
for foreign mailing. 

L. ©. card 57-60072 HH 1.6/2: v.1/bk.1,2/955/trans.L-28 


Basic statutes [public regulations, and formal orders of administrator, 
vy. 1, book 1 and 2, Nov. 1, 1955, revised pages] ; Sept. 20,1957. [1957.] 6 
leaves+ [307] p. (OA manual series.) [Includes Transmittal letter 
L-29 and insert. Issued in loose-leaf form.] * Fabrikoid, $10.00 (in- 
cluding basic manual and changes issued approximately 8 times a yr.), 
$2.50 additional for foreign mailing. 

L. ©. card 57-60072 HH 1.6/2: v.1/bk.1,2/955/trans.L—29 


Federal laws authorizing assistance to slum clearance and urban renewal, 
title 1 of Housing act of 1949, as amended through 1957 and excerpts from 
other laws. Revised [Oct. 1, 1957.) [1957.] [4]+76 p. 4° (Office of 
General Counsel.) 7 @ Item 583 
L. C. ecard 57-62196 HH 1.5: Ur 1/2/957 


Urban renewal, what it is, teamwork by citizens and government to end 
community slums and blight. Nov. 1957. cover title, 16 p. il. 12° [In- 
cludes, on p. 3 of cover, list of other HHFA publications on urban re- 
newal.] * Paper, 15c. @ Item 582 HH 1.2: Ur 1/2/957 


HYDROGRAPHIC OFFICE (Navy), Defense Dept. 


H. O. publications. © Item 378 D 203.22: (nos.) 


1-S. Information on Hydrographic Office charts & publications. ist edition, 
Nov. 1957. [(1957.] 23 p. 4° [Formerly H. O. circular 3.] 

$1. 1955 list of lights and fog signals, v. 2 [Islands of Pacific and Indian 
Oceans, Australia, Asia and east coast of Africa], Change 7; Aug. 17, 
1957 (including N. M. 33 of 1957). 1957. (50) p. 4° [Includes list 
of effective pages. Issued in loose-leafform.] f 

82. 1955 list of lights and fog signals, v. 3 [West coasts of Burope and Africa, 
Mediterranean Sea, Biack Sea, and Azovskoye More (Sea of Azov), 
Change 7; Oct. 19, 1957 (including N. M. 42 of 1957). [1957.] [54] p. 
4° [Includes list of effective pages. Issued in loose-leaf form.] ¢ 
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JANUARY 1958 


H. O, publications—Continued 


33. 1956 list of lights and fog signals, v. 4 [British Isles, English Channel and 
North Sea], Change 5; Nov. 9, 1957 (including N. M. no. 45 of 1957). 
1957. [32] p. 4° [Includes list of effective pages. Issued in loose- 
leaf form.] 

34. 1956 list of lights and fog signals, v. 5 [Norway, Arctic Ocean and Ice- 
land], Change 4, Oct. 19, 1957 (including N. M. 42, 1957). [36] p. 4° 

‘ {Includes list of effective pages. Issued in loose-leafform.}] + 

105. Change 4 [Sept. 14, 1957], loose-leaf change pages for correcting Sailin 
directions for southwest coast of Africa, 4th edition, 1951. [1957. 
[86] p. it. 4° [Includes list of effective pages.] + Paper. 35c. 

165B. Change 3 [Oct. 5, 1957], loose-leaf change ges for correcting Sailing 
directions for Pacific Islands, v. 2. [1957. {72} p. 4° [Includes list 
of effective pages.) + 

168. Change 3 [Oct. 5, 1957], loose-leaf change pages for correcting Sailin 
directions for sontheast coast of Australia, 3d edition, 1952. (1957.1 


{141} p. il. 4° [Includes list of effective pages. Issued in loose-lea 
form.] + Paper, 35c. 


INDIAN AFFAIRS BUREAU, Interior Dept. 


Constitution and by-laws of Agua Caliente Band of Mission Indians, Cali- 
fornia, adopted June 28, 1955, amended Feb. 26, 1957. 1957. [1]+6 p. 
+ @ Item 628 
L. C. card 57-62195 I 20.9/2: Ag9 


INFORMATION OFFICE, Agriculture Dept. 


Farm-City Week, motion pictures. Washington, D. C., Oct. 1957. 1 p. 
il. 4° [Processed.] 7 A 21.2: F 22/4 


INTERNAL REVENUE SERVICH, Treasury Dept. 


Farmers’ tax guide, income and self-employment taxes. 1958 edition. 
[1957.] 63p.4° (Publication 225.) + @ Item 961 
L. C. card 56-61352 T 22.19; F 22/958 


Federal use tax on highway motor vehicles. Revised Aug. 1957. [1957.] 
16 p. il. oblong 48° (Publication 349.) + © Item 961 
T 22.19: M 85/957 


Statistics of income, 1954: Corporation income tax for tax years ended 
July 1954-June 1955; prepared by Statistics Division. [1957.] v+ 
226 p. 4° (Publication 16.) * Paper, $1.25. @ Item 964 
L. C. card 18-26569 T 22.35/2: C 81/954 


—— Fiduciary income tax returns for 1954; prepared by Statistics Divi- 
sion. [1957.] v+56 p. il. 4° ([{Publication 406.]) [Edge index on 
p.4ofcover.] * Paper,40c. @ Item 964 
L. ©. card 57-61677 T 22.35/2: F 44/954 


———- Individual income tax returns for 1954; prepared by Statistics Divi- 
sion. [1957.] vi+132 p. 4° (Publication 79.) [Edge index on back 
cover.] * Paper, 75c. © Item 964 
L. C. eard 18-26569 T 22.35/2: In 2/954 


Statistics of income, 1955: Preliminary, individual income tax returns for 
1955; [prepared by Statistics Division] [1957.] [2]+iii+-15 p. il. 4° 
({Publication 198.]) * Paper, 20c. @ Item 964 
L. C. card 20—-26969 T 22.35/83 : In 2/955 


Statistics relating to alcohol and tobacco industries, fiscal year 1957; pre- 
pared by Alcohol and Tobacco Tax Division. [1957.] vi+[1]+81 p. 4° 
({Publication 67.]) * Paper,45c. © Item 964-A 
L. C. card 54-61864 T 22.43 : 957 


Tax guide for small business, individuals, corporations, partnerships, in- 
come, excise & employment taxes [with list of other helpful publica- 
tions]. 1958 edition [revised Oct. 1957]. [1957.] 127 p. il. 4° (Pub- 
lication 334.) *Paper,35c. @ Item 961 
L. C. ecard 57-60150 T 22.19: Sm 1/958 
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GovERNMENT PUBLICATIONS 


Tax guide for U. S. citizens abroad. 1958 edition [revised Nov. 1, 1957]. 
(1957.] [2]+22p. (Publication54.) ¢ @ Item 961 
L. C. card 54-61903 T 22.19: C 49/958 


Your Federal income tax for individuals. 1958 edition [revised to Oct. 1, 
1957]. [1957.] cover title, 128 p. il. 4° (Publication 17.) [Text and 
other illustrations on p. 1-4 of cover.] * Paper, 35c. @ Item 964-B 
L. C. card 44—40552 T 22.44: 958 


INTERNATIONAL COOPERATION ADMINISTRATION, State Dept. 


Background for mutual security. [Oct. 1957.] cover title, 16 p. il. ([Of- 
fice of Public Reports.]) [Processed. Text on p. 2 and 3 of cover. Re- 
print of pt. 2 of publication entitled Mutual security program, fiscal 
year 1958, summary presentation.] + $17.2: M 98/2 


INTERNATIONAL DEVELOPMENT ADVISORY BOARD 


Notrr.—The patenetionel ppteent Advisory Board was established by Execu- 
tive order 10159 of Sept. 8, 1 


New emphasis on ea development abroad, report to the President. 
n. p. Mar. 1957. cover title, vi+18 p. [Text on p. 2 and 3 of cover.] f 
L. C. card 57-60607 Y 3. In 8/5: Ec 7/2 


INTERSTATE COMMERCE COMMISSION 


Accident bulletin 125, summary and analysis of accidents on railroads in 
United States subject to Interstate commerce act, calendar year 1956. 
1957. ii+95 p. large 4° (Bureau of Transport Economics and Statis- 
tics.) * Paper, 55c. © Item 681 
L. C. card 5-41547 IC 1 acci.3 : 125 


Carload waybill statistics, 1956, territorial distribution, traffic and revenue 
by commodity classes, 1 percent sample of terminations in 1956. Wash- 
ington, D. C., Oct. 1957. [2]+105 p. il. 4° (Statement TD-1, 1956; 
Bureau of Transport Economics and Statistics.) [Processed.] ft 
L. C. card A 48-141 IC 1.23/18 : 956 


Reports. [Processed.] 7 IC 1 acci.5: (nos.) 
3765. Rafiwees accident investigation, wissen Peele Railroad Company, Sheri- 
n Lake, Colo., July 7, 1957. — 71.4 
3766. Reading Company, Coatesville, Pa., July s° "1087. [1957.] 7p. il 4° 
Transport statistics in United States, 70th annual report for year ended 
Dec. 31, 1956, for railroad companies, Pullman Co., Railway Express 
Agency, Inc., electric railways, carriers by water, oil pipe lines, motor 
carriers, freight forwarders, and private car owners subject to Interstate 
commerce act for year 1956; prepared by Bureau of Transport Economics 
and Statistics. @ Item 699 
L. C. card 5-11209 
Notge.—This publication, when complete, will consist of 9 rts, to be released 
in sections and parts for loose-leaf binders. * Paper, subscription, $3.25 for all 
sections and parts of one year’s report; $1.00 additional for foreign mailing. 
Transport statistics in United States, year ended Dec. 31, 1956 [release 
9}. Oct. 1957. [136] p. 4° [2d release of data under pt. 1, Railroads, 
their lessors and proprietary companies. Includes transmittal sheet, 
tables 1-94, p. 3-64; tables 99-107, p. 67-69; tables 110-120, p. 71-76; 
tables 167-178, p. 201-246; and revisions of previous release pages 120, 
140, 141, 148, 150, 326, 327, and 377. An errata sheet, listing corrections 
for Releases 1 and 9, dated Dec. 1957, was also issued.] @ Item 699 
L. C. card 5-11209 IC 1.25 : 956/release 9 


LABOR STANDARDS BUREAU, Labor Dept. 


Bulletin. 
177. Labor offices in United States and Canada. Revised Sept. 1957. [1957.] 
iv+49p. t @ Item 763 
Ses Ge cara L 36-143 L16.3:177/2 
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January 1958 


LABOR STATISTICS BUREAU, Labor Dept. 


BLS report. [Processed.] + 
122. Wage structure: Women’s and misses’ coats and suits, Feb. 1957; [prepared 
by Fred W. Mohr]. ({1957.] cover title, 11i1+26 p.4° ({[BLS5 et) 
L. C. ecard L 57 L2.71:1 
Bulletin. © Item 768 


1221. Anes of health and insurance plans under collective bargaining, late 
19 life insurance, accidental death and dismemberment, accident and 
sickness, hospitalization, surgical, medical, maternity ; [prepared by Evan 
Keith Rowe and others]. Nov. 1957. ix +87 p. 4° [Also issued as H. 
doc. 241, eee Cone. , lst sess.) * Paper, 50c. 


L. C. card L L 2.8: 1221 

Employment and earnings, explanatory notes, employment, hours of work, 

labor turnover, State and area statistics, earnings, hourly and weekly, 

indexes, payrolls and man-hours. cover title, 8 p. 4° [Processed. Re- 
print from Employment and earnings, Sept. 1957.) fT 

L 2.41/2a : Em 73/2 


Federal Government’s interest in health, welfare and pension plans, by 
Ewan Clague, commissioner of labor statistics before Institute of 
Management and Labor Relations, Rutgers University, Atlantic City, 
N. J., Dec. 12, 1957. [1957.] 11 leaves, 4° ([{Labor D. C. BLS, 58- 
1522.]) [Processed.] + 

L 2.26: C 51/53 

Financial characteristics of GI home loans closed in 1956; [prepared by 
Loan Guaranty Service, Department of Veterans Benefits, Veterans Ad- 
ministration]. [1957.] 5 p. 4° [Processed. Reproduced from Con- 
struction review, Nov. 1957.] + L2.2:L78 


Foundry skill requirements and training needs; [by John 8. McCauley]. 
[1957.] 5 p. 4° [From Monthly labor review, Oct. 1957.] 
L 2.6/a: F 825/5 
Holidays and vacations observed by manufacturing firms in BLS employ- 
ment sample ; [by] Sidney Goldstein. [1957.] 3p.4° ([BLS 58-1304.]) 
[Processed. Reprint from Employment and earnings, Oct. 1957.] ¢ 
L2.41/2a:H7/7 
Monthly labor review, reprints. +f L 2.6/a: (nos.) 
2253. Decision making under collective bargaining; [by] Paul V. Johnson. 
(1957.] 5p.4° [From Month 1 a review, Sept. 1957. 
2254. Producers’ cooperatives in Soviet Union ; [by] Frederick A. y. [1957.] 
From Monthly labor review, Sept. 19 957.) 
2256. Sa “ag and sun men taob benefits in Pats hospitals, 1956-57; [by 
—, rt (1957.] 17 p. 4° [From onthly labor review, 
2258. Effects of $7 minimum wage in 3 seasonal industries; [by Norm 
Samuels}. [1957.] 6p. 4° [From Monthly labor review, Sept. 19 157, 5 
2259. = hate and use of mortgage oa s, 1920-29 and 1947-56; [by] Arnold BE. 
[1957.] 5+ 1) P. a Monthly labor review, Oct. 1957.) 
2260. State workmen's compensition: “sy “'e slation in 1957; [by Beatrice McCon- 
nell]. [(1957.] 4p. 4° [From Monthly labor review, Oct. 1957. 
2261. Technical — mortgage aa rates in consumer price index, 1952-57 ; 
ber S875 > . Johnson]. [1957.] 4p.4° [From Monthly labor review, 
Monthly labor turnover rates (per 100 employees: Fabricated metal 
products (except ordnance, machinery, and transportation equipment), 
(SIC major group 34). [Jan. 52-Apr. 57.] ([Sept. 1957.) 40 p. 4° 
(Manufacturing Division.) [Processed. Issued with perforations.] f 
L 2.2: M 56/15/952-57 
—— Furniture and fixtures (SIC major group 25). [Jan. 1952—Apr. 1957.] 
12 p. 4° (Manufacturing Division.) [Processed. Issued with per- 
forations.] ft L 2.2; F 98/2/952-57 
—— Lumber and wood products, (except furniture) (SIC major group 24) 
[Jan. 1952-Apr. 1957]. [Sept. 1957.] 16 p. 4° (Manufacturing Divi- 
sion.) [Processed. Issued with perforations.] ¢ 12.2: L 97/3/952-57 
Machinery (except electrical), (SIC major group 35). [Jan. 1952- 
Apr. 1957.] [Sept. 1957.] 52p.4° ([{LS 58-1123] ; Manufacturing Divi- 
sion.) [Processed. Issued with perforations.] t L2.2: M 18/6/952-57 
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GOVERNMENT PUBLICATIONS 


Older worker placement [address] by Ewan Clague, commissioner of 
Labor Statistics, Labor Department, before Employers’ Institute, Phila- 
delphia, Pa., Dec. 5, 1957. [1957.] 8 leaves, 4° [Processed.] + 

L 2.26: C 51/52 

Relationship of size of firm and strike activity; [by] Millard Cass. [1957.] 

5 p. 4° [From Monthly labor review, Nov. 1957.) *+ L2.6/a: St 85/7 


LIBRARY OF CONGRESS 


North and northeast Africa, selected annotated list of writings, 1951-57; 
compiled by Helen F. Conover. Washington, 1957. v+182 p. large 8° 
(Reference Department, General Reference and Bibliography Division.) 
[Processed.}] + Paper, $1.35, Card Division. 

L. C. card 57--60062 LC 2.2: Af 8/2 


MARINE CORPS (Navy), Defense Dept. 


Marine Corps manual: v. 1 [Personnel and general administration] (printed 
change 22) ; Nov. 1957. [1957.] [52] p.4° [Issued in loose-leaf form.] 
t @ Item 384 M 209.9 : 949/v.1/ch.22 


Where are the shores of Tripoli? [1957. [16] p. il. 4° ({NAVMC 
6663.]) [Some of the illustrations are colored.] + @ Item 383 
D 214.2: T 73 


Young women, make note of your future as Marine officer, summary of 
your opportunities to train and serve with provd men and women of 
Marine Corps. [1957.] [6] p. il narrow 8° (NAVMC-—6669.) 7 
® Item 383 D 214.2: W 84 


MILITARY HISTORY, OFFICE OF CHIEF OF (Army), 
Defense Dept. 


United States Army in World War II: Mediterranean theatre of operations 
[v. 1], Northwest Africa, seizing the initiative in the West [with note on 
sources]; by George F. Howe. 1957. xxiii+748 p. il. 1 pl. 18 maps, one 
is in pocket and 12 are attached to inside of back cover. [Copyright 
1957 by Richard W. Stephens.] * Cloth, $7.75. @ Item 345 
L. C. card 57-60021 D 114.7: M 46/2/v.1 


MINES BUREAU, Interior Dept. 


Abrasive materials; by Henry P. Chandler and Gertrude EB. Tucker. 
[1957.] [2]+20 p. il. [Preprint from Minerals yearbook, 1955, vy. 1.] 
* Paper, 15c. I 28.37/a: Ab 84/955 


Barite; by Albert E. Schreck and James M. Foley. [1957.] [2]+11 p. 
[Preprint from Minerals yearbook, 1955, v. 1.] * Paper, 10c. 
I 28.37/a: B 239/955 
Bulletins. © Item 636 I 28.3: (nos.) 
562. Mine flood prevention and control, anthracite region of Pennsylvania, final 
report of anthracite flood-prevention project engineers [with bibliography] ; 
by 8S. H. Ash, H. A. Dierks and P. 8. Miller. 1957. v+100 p. il. 1 pl. 4¢ 
* Paper, 60c. 
L. C. eard 57-61600 
573. Micro-seismic method of determining stability of underground openings [with 
bibliography]; by Leonard Obert and Wilbur I. Duvall. 1957. sii+18 p. 
l.ipl.4° * Paper, 35c. ’ 
4. C. card 57-62143 
Cadmium; by Arnold M. Lansche. [1957.] [2]+10 p. [Preprint from 
Minerals yearbook, 1955, v. 1.) * Paper, 10c. I 28.37/a: C 114/955 
Fluorspar and cryolite; by Robert B. McDougal and Louise ©. Roberts. 
[1957.] [2]+15 p. [Preprint from Minerals yearbook, 1955, v. 1.] 
* Paper, 10c. I 28.37/a: F 673/955 
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[Health and safety statistics] H. S. 8S. (series). (Mineral industry sur- 

vey.) [Processed.] * Mines Bureau, Pittsburgh, Pa. 
459 Bureau of Mines’ 1956 safety competition for sand and gravel plants; [pre- 
pared by Elizabeth K. Elsner.] [Oct. 23, 1957.] 13 p. 4° I 28.26 : 459 


Helium; by Henry -P. Wheeler, jr. [1957.) [2]+5 p. [Preprint from 


Minerals yearbook, 1955, v. 2.) * Paper, 5c. 1 28.37/a: H 367/955 
Information circulars. I 28.27: (nos.) 
7806. Use of lignin sulfonate for dust control on haulage ey in arid regions ; 
by John P. Harmon. Oct. 1957. [1]+ii+12 p. il. 4° [Processed.] 


+ Mines Bureau, Pittsburgh, Pa. 

7807. Mining and milling methods and costs, Ozark Ore Co. Iron Mountain Iron- 
Ore Mine, St. Francois County, Mo. [with bibliography] ; by Robert F. 
Pettit, jr., Willis A. Calhoun, and Burton M. Reynolds. Oct. 1957. 
{1]+ii1+46 p. il. 4e [Processed.}) + Mines Bureau, Pittsburgh, Pa. 

7809. Making ventilation-pressure surveys with ene (with pieerenny 1; 
by G. E. McElroy and D. 8. Kingery. Oct. 1957. [1]+-ii+20 p. il. 
{Processed.] + Mines Bureau, Pittsburgh, Pa. 

7810. Recommended safety standards for shaft sinking. Oct. 1957. [2] leaves+ 
21 p. 4° (Processed. } + Mines Bureau, Pittsburgh, Pa. 

7811. Mining methods and costs, Calyx nos. 3 and 8 uranium mines, Temple 
Mountain district, Emery County, Utah; by W. L. Dare. Oct. 1957. 
{1]+1i1+36 p. il. 4° [Processed.] ¢ Mines "parece, Pittsburgh, Pa. 

7812. Thickness of bituminous-coal and lignite seams at all mines and thickness 
of overburden at strip mines in United States in 1955; by W. H. Youn 
and R. L. Anderson. Oct. 1957. [1]+ii+11 p. il 4° [Processed. 
t+ Mines Bureau, Pittsburgh, Pa. 


Iron and steel scrap; by James B. Larkin. [(1957.] [2]+28 p. il. [Pre- 
print from Minerals yearbook, 1955, v. 1.] * Paper, 15c. 
I 28.87/a: Ir 6/2/955 


Lead and zine pigments and zinc salts; by O. M. Bishop and Dsther B. 
Miller. [1957.] [2]+14 p. il. [Preprint from Minerals yearbook, 


1955, v.1.] * Paper, 10c. 
I 28.37/a : L 469/2/955 


Manganese; by Gilbert L. DeHuff and Teresa Fratta. [1957.] [2]+24 p. 
il. [Preprint from Minerals yearbook, 1955, v.1.] * Paper, 15c. 
I 28.37/a : M 313/955 


Mineral industry of Alabama; by Avery H. Reed, jr., and Walter B. Jones. 
(1957.] [2]+15 p. [Preprint from Minerals yearbook, 1955, v. 3.] 
* Paper, 10c. I 28.37/a 2: Al 1b/955 


Mineral industry of Alaska; by William H. Kerns [and others]. [1957.] 
(2]+34 p. il. [Preprint from Minerals yearbook, 1955, vy. 3.) * Paper, 
15¢. I 28.37/a 2: Al 18/955 


Mineral industry of Arkansas; by Robert 8S. Sanford. [1957.] [2]+17 p. 
{Preprint from Minerals yearbook, 1955, v. 3.) * Paper, 15c. 
I 28.37/a 2: Ar 4k/955 


Mineral industry of Florida; by Avery H. Reed, jr., and James L. Calver. 
(1957.] [2)+13 p. il. [Preprint from Minerals yearbook, 1955, v. 3.] 
* Paper, 10c. I 28.37/a 2: F 66/955 


Mineral industry of Illinois; by Samuel A. Gustavson and Matthew G. 
Sikich. [1957.] [2]+25 p. [Preprint from Minerals yearbook, 1955, 
v.3.] * Paper, 15c. I 28.37/a 2: 11 6/955 


Mineral industry of Mississippi; by Robert S. Sanford and William C. 
Morse. [1957.] [2]+10p.il. [Preprint from Minerals yearbook, 1955, 
v. 3.] * Paper, 10c. I 28.37/a 2: M 691/955 


Mineral industry of Tennessee; by Avery H. Read, jr., and William D. 
Hardeman, jr. [1957.] [2]+20p. [Preprint from Minerals yearbook, 
1955, v. 3.] * Paper, 15c. I 28.37/a 2: T 25/955 


Mineral industry of Vermont; by Robert W. Metcalf. [1957.] [2]+7 p. 
{Preprint from Minerals yearbook, 1955, v. 3.] * Paper, 10c. 
I 28.37/a 2: V 59/955 
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GovERNMENT PUBLICATIONS 


Mineral industry of Washington; by Kenneth D. Baber, Frank B. Fulker- 
son and Albert J. Kauffman, jr. [1957.] [2]+34 p. [Preprint from 
Minerals yearbook, 1955, v. 3.] * Paper, 15c. I 28.37/a 2: W 27/955 


Mineral market reports M. M. S. (series). (Mineral industry surveys.) 
[Processed.] + Mines Bureau, Pittsburgh, Pa. I 28.28: (nos.) 
2655. a % enh gE ~ by P. H. Royster and Hilda V. Heidrich). 

ov 

2686. + shows ¥eens’ * production and uses in 1956; : eres 
by LM Otis and Annie L. Mattila}. [Nov. 12, 1957.] 1 ’D. 

2689. Mica in 908 (supplement), Yields from domestic purchases of a by 
O84; : iprenared by Milford L. Skow and Gertrude E. Tucker]. Nov. 

2706. Congumotien, of yg = losives in 1956; (prepared by Virginia E. 
Wrenn and Robert G. W [ Dec. 12, 1957.) 11 

2708. Cadmium in 1956; foannel by Arnold M. pt ae [Nov. 13, 1957.] 


5 p. 4° 
2709. Salt Mie ae eS gee a by Robert T. MacMilland and Annie L. Mattila]. 


[Nov. 13 
2710. Sand —_ Sane a 1956 ; pogpened by Wallace W. Key and Dorothy T. 
Shup (Nov. 18, 1957. - 


2711. Crush al broken stone in 1bse : Fovepaset by Wallace W. Key and 
Nan C. Jensen]. [Nov. 21, 1957.] p. 4° 
2713. Marketed production of natural Ei a igunieed 7 percent in 1956; [prepared 
Ann C. Mahoney]. [1957.] 
2714. Aluminum in 1956; [prepared by R. A. wr Arden C. Sullivan, and 
Mary E. Trought]. Nov. 26, 1957.] 1llp.4 
Minor metals; by Frank D. Lamb [and others]. [1957.] [2]+15 p. 
{Preprint from Minerals yearbook, 1955, v. 1.] * Paper, 10c. 


I 28.37/a : M 564/3/955 


Report of investigations. [Processed.] + Mines Bureau, Pittsburgh, Pa. 
I 28.23: (nos.) 
5365. Titanium-germanium system from 0 to 30 percent germanium; by V. C. 
Petersen and R. W. Huber. Oct. 1957. [1]+ii1+20 p. il. do 
5366. Laboratory ~~), a of bauxite ore from Quapaw deposit, Saline 
County, Ark., by W. Calhoun and H. E. Powell, jr. Oct. 1957. [38] 
11 p. 4° le * + Mines Bureau, Pittsburgh, Pa. 
5367. Field-scale experiments in underground gasification of coal at Gorgas, Ala., 
use of electrolinking-carbonization as means of site prepagaties ; by 
James L. Elder [and others]. Oct. 1957. a) Sav + ie . 
5368. Turbidimetric determination of = oe in gas; by L 4 = {and 
others}. Oct.1957. [1]+1i+1 
Salt; by R. T. MacMillan and Annie L. Marks. [1957.] [2]+12p. [Pre 
print from Minerals yearbook, 1955, v.1.] * Paper, 10c. 


I 28.37/a: Sa 37/955 

Sand and gravel; by Wallace W. Key and Dorothy T. Shupp. [1957.] 
{[2]+20 p. il. [Preprint from Minerals yearbook, 1955, v.1.] * Paper, 
15¢. I 28.37/a: Sa 56/955 
Sodium and sodium compounds; by Robert T. MacMillan and Annie L. 
Marks. [1957.] [2]+6p.il [Preprint from Minerals yearbook, 1955, 
v.1.] * Paper, 5c. I 28.37/a: So 16/2/955 
Supplement to List of publications, Bureau of Mines, Jan. 1—Dec. 31, 1956, 
with subject and author index. 1957. [2]+59 p. + @Item 638 


L. C. card 29-26048 I 28.5 : 956 
Water; by Robert T. MacMillan. [1957.] [2]+6 p. [Preprint from 
Minerals yearbook, 1955, v. 1.] * Paper, 5c. I 28.37/a: W 29/955 


Zinc; by O. M. Bishop, A. J. Martin and Esther B. Miller. [1957.] [2]+ 
46 p. il. [Preprint from Minerals yearbook, 1955, v.1.] * Paper, 15c. 
I 28.37/a: Z 66/955 


NATIONAL ADVISORY COMMITTEE FOR AERONAUTICS 


Reports (1957). * Paper, $10.00 a yr., $1.25 additional for foreign mail- 
ing; single copies vary in price. @ Item 1070 Y 3.N 21/5: 5/(nos.) 
1302. On \ pene flutter and divergence of infinitely long unstiffened and rin 

ffened thin-wall circular a — list  § me nx by Rob. 
nt W. Leonard and John eagepeth {1957 cover title, li+19 
. il. 4° [Supersedes NACA’ TN 638, 1956. ] i a 25c. 
4. C. card 57-62130 
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Reports (1957)—Continued 


1804. Fili Bt investigation of effectiveness of automatic aileron trim control 
evice for personal airplanes [with list of + conga 5} F by William H. 

Phillips, Helmut A. Kuehnel, and James B. Whitten. [1 957.) cover title, 

e+. 15 p. a. s repsupersedes Technical note 3627, 1956.) * Paper, 25c. 


1810. Invest - +, y 4 wings of square plan form at Mach number of 6.9 in 
ane Ae nyperecnie ¢ tunnel Prwith list of references] ; by Charles 
lian, Mitchel H. Bertram, and John A. Moore. [1957.] cover 
aiile, 1i+18 p. il. 4° [Supersedes NACA research memorandum L51D17, 
1951. ] * Paper, 25c. 
L. C. card 57-61667 
1811. Determination of vortex paths by series expansion n-y 2 wi applica- 
— to cruciform wings [with list of references] ; Piene. 
957.] cover title, ili+13 p. il 4° [Bunerecaes Nach TN 3670, 
306. ] * Paper, 25c. 
L. C. card 57-62132 
1312. Some effects of bluntness on boundary-layer transition ona heat transfer 
at supersonic speeds [with list of references]; by E. Moeckel. 
jest) LS cover title, ii+14 p. il. 4° [Supersedes NACA TN 3653, 
a ] pave, 20c. 
L. C. card 57-61608 
1313. Exploratory investigation of bounda — er transition on hollow cylinder 
at Mach number of 6.9 [with —_ °o erences} ; by Mitchel H. Bertram. 
b nigh ee Gale. 4 p. oh [ Supersedes NACA Technical note 


546, 195: + no 
L. C. o~) 57-6 
1816. Torsional J. of thin-walled shells having sy cores and 
eee, ——y or diamond cross section [with list of refer- 
ences] ; Harvey G. McComb, jr. [(1957.] cover title, ii+14 p. il. 4° 
{Supers _ NAC ) SoeennaS note 3749, 1956.] * Paper, 20¢ 
ard 57-62182 


1318. Three-dimensional transonic flow theory applied to slender wings and bodies 
{Tos7. list of references]; by Max A. Heaslet and John R. Spreiter. 


5 A cover title, iii+29 p. il. 4° [Supersedes NACA TN 8717.] 
aper 
L. C. — 37-e2188 


Research memorandum RM (series). [Processed. The pages or leaves 
in brackets in each collation consist of detachable card catalog 
entries.] Tf 


A57109. Effects of singenesss 9 interference on drag of ogive-cyclinder body with 
and without a boattail at 0.6 to 1.4 Mach Number [with list of ref- 
erences] ; by George Lee and James L. Summers. Washington, Dec. 3, 
1957. cover title, 28 p.+[2] leaves, il. 4° Y¥3.N 21/5:15/A 57109 


Technical memorandums. [Processed. The pages or leaves in each colla- 
tion consist of detachable card catalog entries.] f+ 


1417. On spectrum of aotesal oscillations of 2-dimensional laminar flows [with 
list of references], D. Grohne; translation [by my if L. Mahler}. 
Washington, Dec. igst. cover title, 34 p.+[2] navy sh 

3.N 21/5 : 8/1417 


Technical notes. [Processed. The pages or leaves in brackets in each col- 
lation consist of detachable card catalog entries.] 7 


Y 3.N 21/5: 6(nos.) 

4017. Momentum transfer for flow over flat plate with blowing [with list of 
references] ; by H. 8S. Kickley and R. 8. Davis. Washington, Nov. 1957. 
cover title, 64 p.+ [2] leaves, il. 4° 

4029. Turbulence 1 in multiple interfering air jets [with list of 
references] ; James C. Laurence and Jean M. Benninghoff. Wash- 
ington, Dec Bee 1987: cover title, 37 p.+ [2] leaves, il. 4° 

4081. Effect of overheating on creep-rupture properties of S—816 alloy at 1,500° 
F [with list of references] ; by John P. Rowe and J. W. Freeman. Wash- 
ington, Dec. 1957. cover title, 75 p.+ [2] leaves, il. 4° 

4082. Abnormal grain growth in nickel-base heat-resistant alloys [with list of 
references]; by R. F. Decker [and others]. Washintgon, Dec. 1957. 
cover title, 70 p.+ [3] leaves, il. 4° 

4083. Effect of overheating on creep-rupture properties of HS—31 alloy at 1,500° 
F [with list of references] ; by John P. Rowe and J. W. Freeman. Wash- 
ington, Dec. 1957. cover title, 78 p.+ [2] leaves, il. 4° 

4084. Abnormal grain growth in M—252 and S—916 alloys [with list of references] ; 
by R. F. Decker [and others]. Washington, Nov. 1957. cover title, 
61 p.+[8] leaves, il. 4° 

4092. Experimental droplet impingement on 4 bodies of revolution [with list 
of references] ; by James P. Lewis and Robert 8S. Ruggeri. Washington, 
Dec. 1957. cover title, 61 p.+ [2] leaves, il. 4° 
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Technical notes—Continued 


4102. Velocity and friction characteristics of laminar viscous boundary-layer and 
channel flow over surfaces with ejection or suction [with list of refer- 
ences]; by BE. R. G. Eckert, Patrick L. Donoughe, and Betty Jo Moore. 
Washington, Dec. 1957. cover title, 57+ [6] p. il. 4° 

4111. Investigation of compressive strength and creep of 7075—T6 aluminum-alloy 

lates at elevated temperatures [with list of references]; by William 
. or Washintgon, Nov. 1957. cover title, 28 p.+[2] leaves, 
il. 4° 

4125. Heat transfer and recovery temperatures on sphere with laminar, transi- 
tional, and turbulent boundary layers at Mach numbers of 2.00 and 4.15 
{with list of references] ; by Ivan E. Beckwith and James J. Gallagher. 
Washington, Dec. 1957. cover title, 59+-[6] p. il. 4° 

4128. Thermocouple subcarrier oscillator for telemetering temperatures from 
yilotless aircraft [with list of references] ; by Clifford L. Fricke. Wash- 
neten, Dec. 1957. cover title, 50 p.+ [2] leaves, il. 4° 

Y 3.N 21/5 : 6/4128 

4131. Transition-flight investigation of 4-engine-transport vertical-take-off air- 
plane model utilizing large flap and extensible vanes for redirecting pro- 
peller slipstream [with list of references]; by Louis P. Tosti. Washb- 
ington, Dec. 1957. cover title, 35+ [6] p. il. 4° 

4138. Creep deformation patterns of joints under bearing and tensile loads [with 
list of references] ; by E. G. Bodine, R. L. Carlson, and G. K. Manning. 
Washington, Dec. 1957. cover title, 36 p.+[2] leaves, il. 4° 

4141. Useful heat capacity of several materials for ballistic nose-cone construc- 
tion [with list of references] ; by Jackson R. Stalder. Washington, Nov. 
1957. cover title, 19 p.+ [2] leaves, il. 4° 

4142. Effects of leading-edge blunting on local heat transfer and pressure distri- 
butions over flat plates in supersonic flow [with list of references] ; by 
Marcus O. Creager. Washington, Dec. 1957. cover title, 54 p.+ [2] 
leaves, il. 4° 

4152. Laminar boundary layer with heat transfer on cone at angle of attack in 
supersonic stream [with list of references}; by Eli Reshotko. Wash- 
ington, Dee. 1957. cover title, [1]-+64 p.+ [2] leaves, il. 4° 

4154. Approximate calculation of compressible turbulent boundary layer with 
heat transfer and arbitrary pressure gradient [with list of references] ; by 
Eli Reshotko and Maurice Tucker. ashington, Dee. 1957. cover title, 
34 p.+[2] leaves, il. 4° 

4166. Experimental and theoretical study of effect of fuel on pitching-translation 

utter [with list of references]; by John L. Sewall. Washington, Dee. 
1957. cover title, yd + [2] leaves, il. 4° 

4170. Reexamination of use of simple concepts for predicting shape and location 
of detached shock waves [with list of references]; by Eugene S. Love. 
Washington, Dec. 1957. cover title, 53 p.+[2] leaves, il. 4° 

4173. Analytical investigation of gust-alleviating properties of simple pitch 
damper [with list of references]; by Norman L. Crabill. Washington, 
Dec. 1957. cover title, 47 p.+ [3] leaves, il. 4° 

4181. Investigation of effects of propeller diameter on ability of flapped wing, 
with and without boundary-layer control, to deflect propeller slipstream 
downward for vertical take-off [with list of references]; by Kenneth P. 
Spreemann. Washington, Dec. 1957. cover title, 47+ [4] p. il. 4° 
{Processed.] ft 

4184. Measurement of static pressure on aircraft [with list of references]; by 
William Gracey. Washington, Nov. 1957. cover title, ii+71 p.+[2 
leaves, il. 4° 

4191. Analysis of horizontal-tail loads in pitching maneuvers on flexible swept- 
wing jet bomber [with list of references]; by William 8S. Aiken, jr. 
Washington, Dec. 1957. cover title, 58 p.+[2] leaves, fl. 4° 

4192 Three-degree-of-freedom evaluation of longitudinal transfer functions of 
supersonic canard missile configuration including changes in forward 
speed [with list of references]; by Ernest C. Seaberg. Washington, 
Dec. 1957. cover title, 29 p.+([2] leaves, il. 4° [Supersedes declassi- 
fied NACA Research memorandum L54C02, 1954. ] 


NATIONAL ARCHIVES AND RECORDS SERVICE, 
General Services Administration 


IRAC, Interagency Records Administration Conference, 1st meeting, 
1957-58 season, Oct. 18, 1957, Washington, D. C., Mail management, 
presiding, Arthur E. Young, General Services Administration, Wayne C. 
Grover, archivist of United States, Thurman ‘fT. Beach, Charles A. 
Sterman, Office of Records Management. [1957.] cover title, 16 p. il. 4° 
[Processed.] 7 GS 4.16: 958/1 


NATIONAL BUREAU OF STANDARDS, Commerce Dept. 


Building materials and structures report. @ Item 241 


151. Thermal resistance of airspaces and fibrous insulations bounded by reflective 
surfaces ; {by] H. E. Robinson, L. A. Cosgrove, and F. J. Powell. Nov. 14, 
1957. ii+22 p.il.4° * Paper, 20c. C 18.29- 151 
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Handbooks. ®@ Item 245 C 13.11: (nos.) 


63. Protection against neutron radiation up to 30 million electron volts [with 
list of references; prepared by Subcommittee on Heavy Particles of Na- 
tional Committee on Radiation Protection and Measurements]. Nov. 22, 
1957. vi+88p.il.12° * Paper, 40c. 

L. C. card 57-61676 

64. Design of free-air ionization chambers [with list of references: by] H. O. 
Wyckoff and F. H. Attix. Dec. 18, 1957. iv+16 p. il 4° * Paper, 20c. 
L. C. card 57-61675 


NATIONAL GUARD BUREAU (Army), Defense Dept. 


National Guard regulations NGR (series). [Issued with perforations.] t 
@ Item 358 


75. Federal property : Financial inventory accounting ; Oct. 16, 1957. A AP, 2 p. 
112.6 : 75-5 


NATIONAL INSTITUTES OF HEALTH, Health, Education, and 
Welfare Dept. 


Current reading list, pamphlets, reprints, reports on mental health. 1957. 
10 p. 4° (National Institute of Mental Health.) + @ Item 507 
FS 2.22: M 52/19 


Mental health statistics, current reports, series MHB. (National Insti- 
tute of Mental Health. ) 
I-3. Patients in public institutions for mental defectives and epileptics, 1956. 
Sept. 1957. [4] p. il. 4° * Paper, 5c. @ Item 491-—A FS 2.53/2: 1-8 
Research grants and awards, National Institutes of Health, fiscal year 
1957 funds. [1957.] v-+147 p. ([Public Health Service publication 
571; Division of Research Grants.]) * Paper, 45c. @ Item 507-D 
L. C. card 48-2277 FS 2.22/7 : 957 


NATIONAL LABOR RELATIONS BOARD 


Peacemakers, remarks of Joseph A. Jenkins, member, National Labor Re- 
lations Board, before Arbitration and Industrial Relations Conference, 
Fort Worth, Tex. [Nov. 19, 1957]. [1957.] [1]+42 p. f° (R-587.) 
[Processed.] + LR1.7: J 41 


NATIONAL MUSEUM, Smithsonian Institution 


Proceedings of National Museum. + © Item 922 $13.6: (nos.) 


3386. Leafhopper tribe Alebrini (Homoptera, Cicadellidae) [with list of litera- 
ture pues: by David A. Young, jr. 1957. v. 107, cover title, p. 127- 


3387. Two additional Miocene pecpstns from Calvert Cliffs, Md., [with list of 
literature cited]; by om Kellogg. 1957. v. 107, cover title, 
p. 279-337 p. 30 p. of pl. 


NATIONAL OFFICE OF VITAL STATISTICS, Health, Education, and 
Welfare Dept. 


Vital statistics, special reports: National summaries. + ® Item 508-C 
v. 46, nos. 1-19. — b [ettio page ond and " ecrammes ill p. 4° 

36-265 FS 2.109 : 46/1-—19/t.p.& cont. 

Selected studies. @ Item 508—C FS 2.109: (nos.) 





vy. 45, no. 13. Evaluation of obstetric and related data recorded on vital records 
and hospital records, District of Columbia, 1952; [by Ella Oppen- 
heimer and others]. [Nov. 20, 1957.] cover title, [3]+359- 
416 p. 4° [Study conducted by Bureau of Maternal and Child 
5 hel egeetment of Public Health, District of Columbia.) 

aper, 40c. 
vy. 45, no. 14. aes of Advisory Committee on Vital Statistics Methods. Dec. 4, 
cover title, [3] + 421-460 p.4° * Paper, 30c. 

v.47,no.1. Births and neona deaths by birth weight, reporting areas, 

1952-54. Dec. 16,1957. cover title, 19 p. 4° 
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GOVERNMENT PUBLICATIONS 


NATIONAL PARK SERVICE, Interior Dept. 
Dinosaur National Monument, Colo.-Utah. [Revised 1957.] [1957.] [8] 
p. il. * Paper, $3.00 per 100, single copy, 5c. © Item 650 
I 29.21: D 61/957 
George Washington Carver National Monument, Mo. [Revised 1957.] 
{6] p.il. * Paper, $2.25 per 100; single copy, 5c. © Item 650 
I 29.21: G 29/10/957 
Hovenweep National Monument, Utah [and] Col. [1957.] [6] p. il. 
[Processed.] f I 29.21: H 82/2 
Invitation to visit Rock Creek Nature Center. (National Capital Parks) 
[2] p. il. oblong 8° folded into narrow 8° size. [Processed.] 
I 29.2: R 59/5 
Isle Royale National Park, Mich. [Revised 1957.] [1957.] 1 sheet (with 
map on verso), large 4°, folded into narrow 8° size and so printed as to 
number 12 p. * Paper, $3.75 per 100, single copy, 10c. @ Item 651 
I 29.6: Is 4/2/957 
Lake Mead and Lake Mohave, Lake Mead National Recreation Area, 
Ariz.-Nev. [1957. 21+-[3] p. il. narrow 8° * Paper, 15c. © Item 654 
I 29.39 : L. 14/3/957 
Sequoia and Kings Canyon National Parks, Calif. [Revised 1957.] [1957.] 
[16] p. il. 4° folded into narrow 8° size. * Paper, 15c. @ Item 651 
I 29.6: Se 6/5/957 


NATIONAL RAILROAD ADJUSTMENT BOARD 
First division, v. 126, awards 17521-620. Champlin-Shealy Company, Chi- 
eago, Tl. [1957.] [1]+967+ [1] p. il. [Ineludes interpretation of 
Award 17608 (docket 33677).] + National Railroad Adjustment Board, 
Chicago, IL. (Price upon application). 
L. C. card 36—26211 RA 1.7: 126 


NATIONAL SCIENCE FOUNDATION 


Academic year institutes of science and mathematics teachers, announce 
ment for 1958. [1957.] [4] p. narrow 8° (NSF-57-38.) + @ Item 
834-F NS 1.12: 958 

Information on science scholarships. [1957.] [8] p. narrow 8° (NSF 
57-34.) 7 NS 1.2: Sch6 

Scientific manpower, 1956, significant developments, views and statistics; 
[prepared by Bella Schwartz]. [1957.] vii+63 p.il.4° (NSF-57-23.) 
+ @ Item 834-I 
L. C. ecard 57—-61628 NS 1.14: 956 


NAVAL OPERATIONS OFFICE, Defense Dept. 


United States naval administration of Trust Territory of Pacific Islands: 
[v. 2, Postwar military era, 1945-47], by Dorothy E. Richard, with 
foreword by Arthur W. Radford, and introduction by Leon S. Fiske. 
1957. [5]+573 p. il. 1 pl. * Cloth, $2.75. @ Item 399 
L. C. card 57-62103 D 207.2: P 11/2/v.2 

[ United States Navy structural fire-fighting manual, 1953, Change 3]: June 
12,1957. [1957.] [20] p.il.4° (OPNAV 11320, Op—442F, Ser 2205P44.) 
[Issued in loose-leaf form.] * Paper, 20c. @ Item 400 

D 207.6: F 51/ch.3 
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NAVAL PERSONNEL BUREAU, Defense Dept. 


Engineering, operation, and maintenance: [prepared by Naval Training 
Publications Center]. 1957. iv+210 p. il. 4° (NavPers 10813-A.) 
[Some of the illustrations are colored.] * Paper, $1.50. @ Item 404 
L. C. card 57-62140 D 208.11/2: En3 


Facts for figuring your future, Navy career. [1957.] [24] p. il. narrow 
16° + @ Item 403 D 208.2: F 98/2 


Naval ordnance and gunnery: vy. 1, Naval ordnance; prepared by Depart- 
ment of Ordnance and Gunnery, Naval Academy. [Revised edition. | 
1957. x+365 p. il. 4° (NAVPERS 10797-A.) * Paper, $1.75. @ Item 
104 
L. C. card 57-62123 D 208.11/2: Or 2/v.1/957 


NAVAL RESEARCH OFFICE, Defense Dept. 


NRL reports. (Naval Research Laboratory.) [Processed.] 
D 210.8: (nos. ) 


4917. Influe nee, of field of view on measurements of atmospheric transmission ; 
[by] C. H. Duncan. [Navy—DPPO Prne., Washington, D. C.] Apr. 17, 
1957. “cover title, i+20+ [2] p. il. 4° "© Microfilm, $2.70; photostat, 
$4.80 (PB 124913). 

4956. Crack-extension-force near a riveted stiffener [with list of references: by] 
J. P. Romualdi, J. T. Frasier, and G. R. Irwin. [Navy—DPPO Prnc., 
Washington, D. C.] Oct. 11, 1957. cover title, ii+20+ [2] p. il. 4 
# Paper, 7T5c (PB 121036). 

4960. [Upper atmosphere research report no. 29, Effect of oblique propagation 
paths upon NRL rocket studies of ionosphere, correction. } Noy. 15, 1957. 
lp.4° 7? 

4967. Feasibility of using wholly external ultrasonics to measure fluid flow 
within thick-walled metal pipes [with list of references; by] V. A. Del 
Grosso and E. M. Spurlock. [Navy—DPPO Prne., Washington, D. C.] 
Nov. 22, 1957. cover title, ii4-404-[2] p. il 4 + Paper, $1.25. (PB 
131079). 

4975. Notes on elementary quantum statistics [with list of references; by] R. C. 
O'Rourke. [Navy—DPPO Prne., Washington, D. CC.) Oct. 18, 1957. 
cover title, iii+216+[1] p. il. 4° # Paper, $5.50. (PB 181125). 

4990. Heat-transfer studies on forced convection loop with biphenyl and bipheny! 
polymers {with list of references ; by| C. T E wing [and others]. [Navy 
DPPO Prne., Washington, D. C 7} Nov. 13, 1957. cover title, 1i+32-4 
{2} p. il. 4 ® Paper, $1.00 (PB 131214) 

4993. Revised proposal for investigation of self-focusing streams [of electrons 
by] Willard H. Bennett. [Navy—DPPO Prne., Washington, D. C.] July 
24, 1957. cover title, ii+14 p.+1 leaf, il, 4° @ Paper, 50c. (PB 

31215). 

£097. Determination of water in jet fuels and hydrocarbons [with list of refer 
ences; by] W. D. Garrett and J. A. Krynitsky. [Navy—DPPO Prnc., 
Washington, D. C.] Sept. 4, 1957. cover title, li+14+[2] p. il. 4° 
* Paper, 50c. (PB 131247). 

5014. Investigation of solid-propeilant fuel cartridges for fire extinguishment at 
polar temperatures [with list of references; by] J. K. Musick and A. 
Grand. [Navy—DPPO Prne., Washington, D. C.] Oct. 18, 1957. cover 
title, 1i+-17+ [2] p.il.4° ® Paper, 50c. (PB131275). 

5026. Static electrification of steel cartridge casings with dielectric coatings and 

the MK 47 electric primer [with list of references; by], K. W. Bewig. 
[ Navy DPPO Prne., Washington, D. C.] Oct. 18, 1957. cover title, 
i+5+ [2] p.il.4° #Paper,50c. (PB131304). 

Alkaline storage batteries, investigation of nickel oxide positive plate 
characteristics [with list of references; by] A. L. Pitman and G, W. 
Work [Navy—DPPO Prne Washington, a» € ¥ Dec, 2, 1057 cover 
title, ii+20+-[2] p. il. 4° % Paper, 75c (PB 131329). 

5036. Comparison of creep-rupture properties ‘of nickel in air and in vacuum 

{with list of references; by] P. Shahinian and M. R. Achter. [Navy 
DPPO Prne., Washington, I Oct. 18, 1957. cover title, ii+15-4 
[1] p. il. 4° & Paper, 50« 31344). 

5037. Temperature and stress depen of atmosphere effect on nichrome V 
{with list of references ; by] P. Shanihian and M. R. Achter. [Navy- 
DPPO P rne., Washington, D.C.] Oct. 23,1957. cover title, i+10+ [2] 
p.il.4 


_ 


_—_- 
St 


NAVY DEPARTMENT, Defense Dept. 


Accounting for fund resources at allotment level, Change 3; Oct. 7, 1957. 


{1957.] 2+[77] p. 4° (NAVEXOS P-1662; Office of Comptroller.) 
[Issued in loose-leaf form.] ft D 201.6: Ac 2/ch.3 
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GOVERNMENT PUBLICATIONS 


Manual of employment interviewing [with list of suggested readings]. 
Sept. 25, 1957. cover title, [3] leaves+42 p. il. (AOINST 126003; 
Employment Branch, Departmental Civilian. Personnel Division, Ad- 
ministrative Office.) * Paper, 50c. @ Item 373 D 201.6: Em7 


Navy comptroller manual: v. 2 [Accounting classifications], Change 81; 
Nov. 6, 1957. [1957.] 4+ [34] p. 4° (Office of Comptroller.) [Issued 
in loose-leaf form.] tf D 201.6/2 : 2/ch.81 


v. 3 [Appropriations, cost, and property accounting (field) ], Change 
88: Nov. 6, 1957. [1957.] 4+ [44] p. il. 4° (Office of Comptroller. ) 
{Issued in loose-leaf form.] tf D 201.6/2 : 3/ch.88 


v. 4 [Disbursing], Change 73; Nov. 6, 1957. [1957.] 4+ [74] p. 
il. 4° (Office of Comptroller.) [Issued in loose-leaf form.] f 

D 201.6/2: 4/ch.73 

U. S. Navy public information manual; Oct. 1953. Reprinted May 1957, 

incorporating Changes 1 and 2. [372] p. 4° (NAVEXOS P-1035.) 

[Issued in loose-leaf form.] * Stiff board, $2.75. D 201.6: In3 








OLD-AGE AND SURVIVORS INSURANCE BUREAU, Health, 
Education, and Welfare Dept. 


OASI (series). @ Item 518-A FS 3.35: (nos.) 
25E. Social security retirement test for farm people. [Nov. 1957.] 16 p. oblong 
48° * Paper, $3.00 per 100; single copy, 5c. 
29. If you are disabled; [Oct. 1957]. [1957.] 382 p. il. oblong 48° * Paper, 
$5.00 per 100 ; single copy, 10c. 


OLIVER WENDELL HOLMES DEVISE PERMANENT COMMITTEE 


NotTe.—The Permanent Committee for the Oliver Wendell Holmes Devise was 
established by Public law 246, S4th Congress, Ist Session, approved Aug. 5, 1955. 


Annual report of Permanent Committee for Oliver Wendell Holmes Devise 
for year ending June 30, 1957. [1957.] [3]+11 p.il. + @ Item 1063-D 
L. C. card 57-60066 Y 3.H 73: 1/957 


ORDNANCE CORPS (Army), Defense Dept. 


Army Ballistic Missile Agency research report 
1R16. Performance of copper-mandrel potentiometers in A-—C_ operational 
amplifiers [with list of references] ; by Hans H. Hasenthien. Sept. 15. 
1956. [8]+37 p. il. 4° Paper, $1.00 (PB 131289). D105.15:1R16 


Coating and Chemical Laboratory, Aberdeen Proving Ground, Md., report 
CCL (series). [Processed. ] D 105.16: (nos. ) 


25. Rapid identification of nitrogen, phosphorus, silicon and titanium in coating 
vehicles [with list of references]; by M. H. Swann. June 11, 1957. [1] 
+iii+5 p. 4° (OCO, R and D Branch project TB4—006D, Department 
of Army project 593-—32—006, Ist report.) ¢ Paper, 50c. (PB 131291). 

26. Rapid detection of urea- and melamine-formaldehyde, isocyanate and urethane 
resins in coatings; by M. H. Swann. June 11, 1957. [1]+iii+3 p. 4° 
(OCO, R & D Br project TB4—006D, Dept. of Army project 593-32—006, 2d 
report.) # Paper, 50c. (PB 131292). 


Ordnance Corps manual ORDM (series). [Issued with perforations.] f 
@® Item 359-B 

10-1. Utilization and disposal of ordnance property, Change 7; Sept. 25, 1957. 

957. [47] p. 4° [Supersedes Changes 1-5, Mar. 26, 1956—Feb. 1, 

1957, in part. ] ¢ D 105.6/2 : 10—1/ch.7 


Picatinny Arsenal, Dover, N. J., technical reports. [Processed.] 
D 105.12: (nos.) 


2102. Resistance of plastics to outdoor exposure (a condensation); by Robert 
B. Barrett. Feb. 1955. [(8]+261 p. of facsim. 4° # Paper, $6.00 
(PB 13133). 

2336. Preparation of polymethyl acrylate [with list of references]; by Albert 
Resnick, Sydney Axelrod. Sept. 1956. [6]+10 p. il. 4° (Ordnance 
project TB 2-001B, Army Dept. project 559-01-004.) ¢ Paper, 50c. 
(PB 131249). 
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Picatinny Arsenal, Dover, N. J., technical reports—Continued 
2871. Simple conversion of eneie tical balance for automatically recording weight 
changes [with list of references]; by Clement Campbell, Saul Gordon. 
Oct. 1956. [4]4+13 p. il. 4° (Ordnance Pree A 2-09201; Army 
Dept. project 504-01-027.) & Paper, 50c. (PB 131285). 
Rock Island Arsenal Laboratory, technical report. [Processed.] 


Effect of corrosion preventives on chromic acid films adsorbed on phosphate 
coatings [with bibliography; by W. Dennis McHenry and Jodie Doss]. Oct. 
24, 1956. [3]-+15 p. 4° (Ordnance project TB 4—-302D, report 19, D. A. 
project 593-14—005, report 56-3044, reports control symbol ORDTX-~—10.) 
* Paper, 50c. (PB 131296). D 105.11: C 81/3 


PATENT OFFICE, Commerce Dept. 


Manual of patent examining procedure, 2d edition, [Nov. 1953 new and 
revised pages]. [June 1957.} 2+-[158] p.4° [Includes Revision notice 
3. Issued in loose-leaf form.] * Paper, $6.25 a yr. (including basic 
manual and supplemental material), $1.25 additional for foreign mail- 
ing. @ Item 259 


L. C. card 49-47194 C 21.15: 953/rev.notice 3 


Research and development reports. 


8. Recent advances in Patent Office searching: Steroid compounds and ILAS; 
[prepared by Julius Frome and others]. [1957.] 15 p. il. 4° [Processed. 
For official distribution. Two reports embodying presentation made at 
Western Reserve University Symposium for Systems on Information Re- 
trieval held in Cleveland, Ohio, Apr. 15-17, 1957.) + [Limited distribution}. 
C 21.18: 8 

POST OFFICE DEPARTMENT 


Directory of post offices. [Sept. 1957]. vi+794 p. ([Publication 26; 
Bureau of Operations.]) [Page 794 is left blank to be used for notes.] 
* Paper, $2.25. @ Item 839 
L. C. card 55-61389 P 1.10/4: 957 


Directory of post offices, [post offices by States and counties] ; extract from 
Directory of post offices, July 1, 1957. [Sept. 1957.| cover title, p. 
571-770. ({Bureau of Operations.]) [Pages 769-770 are left blank 
to be used for notes.] * Paper, 60c. P 1.10/6: 957 


Postal manual: [revised index for chap. 1, Post office services (domestic), 
Dec. 1, 1954, current through Transmittal letter 38]. [1957.] [13] p. 
[Issued in loose-leaf form. Includes Transmittal letter 40, dated Jan. 
1, 1958.] * Paper, $3.00 (including basic chap. 1 and 2, and changes 
for an indefinite period); 75c. additional for foreign mailing. 
@ Item 838-A P 1.12/83: 954/chap.1/ind.-3 


Postal manual: [revised index for chap. 2, International mail, Dec. 1, 1954, 
eurrent through Transmittal letter 19]. [1957.] [6] p. [Issued in 
loose-leaf form. Includes Transmittal letter 19, dated Jan. 1, 1958.] 
* Paper, $3.00 (including basic chap. 1 and 2, and changes for an in- 
definite period) ; 75c. additional for foreign mailing. @ Item 838—A 

P 1.12/83: 954/chap.2/ind.-3 


PRESIDENT OF THE UNITED STATES 
4th annual report on equal job opportunity [by] President’s Committee 


on Government Contracts, [fiscal year] 1956-57. [1957.] iiit+20 p. 
il. + @ Item 851-H 


L. C. card L. 54-166 Pr 34.8: C 76/2/957 
Background series, Disarmament Staff, The White House. [Proc- 
essed.] 7 Pr 34.11/3: (letters-nos. ) 


D-56. Lodge, UN statement, Oct. 10, 1957 (statement yy Sony Ganet Lodge in 
1st Committee of UN General Assembly). [(1957.] 

D-—57. United Nations, General Assembly resolution, Nov. 14, 1 bor, (regulation, 
limitation and balanced reduction of all Armed Forces and all armaments, 
conclusion of International Convention (Treaty) on reduction of arm- 
aments and prohibition of atomic, hydrogen and other weapons of mass 
destruction). [1957.] 2 leaves, 4° 
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GOVERNMENT PUBLICATIONS 


Background series—Continued 
D—58. United Nations, General Assembly resolution, Nov. 14, 1957 (collective 
action to inform and enlighten peoples of world as to dangers of arm 
aments race, and particularly as to destructive effects of modern 


weapons). [1957.] 2 leaves, 4° : 
D—59. United Nations, General Assembly resolution, Nov. 19, 1957 (enlargement 
of membership of Disarmament Commission). [1957.] 1 p. 4° 


Fitness of American youth, report of Ist annual conference of President’s 
Council on Youth Fitness and President’s Citizens Advisory Committee 
on Fitness of American Youth conducted at United States Military 
Academy, West Point, N. Y., Sept. 9-10, 1957. [1957.] vi+55 p. 
* Paper, 25c. @ Item 851—J 
L. C. card 57-61679 Pr 34.8: Y¥ 8/2/957 

Pathway to peace, United States proposals for control and reduction of 
arms; [prepared by White House Disarmament Staff]. [New York, 
1957.] cover title, 32 p. il. oblong 32° [Some of the illustrations are 
colored.] 7 Consultants Liaison Secretary, Disarmament Staff, White 
House, Washington 25, D.C. 

L. C. ecard 57-62180 Pr 34.11: P3 


President’s Committee on Education Beyond High School, 2d report to 
the President July 1957, summary report. [1957.] xiii+26 p. 7f 
L. C. card 56-63885 Pr 34.8: Ed 8/957/sum. 


PUBLIC ASSISTANCE BUREAU, Health, Education, and Welfare Dept. 


Public assistance report. 
29. Group leadership in staff training [with list of references]; by Bileen A. 
Blackey. [1957.] v+182 p. ([{Children’s Bureau publication 361- 
1957.]) [Prepared in cooperation with Children’s Bureau.} * Paper, 55c. 
@ Items 453 and 519 
L. C. ecard SS 57-18 FS 3.13 : 29 


PUBLIC DOCUMENTS DIVISION, Government Printing Office 


Down-to-earth reading is provided in informative U. 8. Government pub- 
lications available from Superintendent of Documents, Government 
Printing Office, Washington 25, D. C. [1957.] 2) p. il. f°, folded into 
oblong 48° size. + @ Item 552 GP 3.22: R 22/3 


Look inside for official Government publications, source of valuable and 
interesting information, order from Superintendent of Documents, Gov- 
ernment Printing Office, Washington 25, D. C. [1957.] [2] p. narrow 
f°, folded into oblong 48° size. + ®@ Item 552 GP 3.22: P 96/44 


U. 8S. Government publications provide source of factual reading for home, 
school, or business, sold by Superintendent of Documents, Government 
Printing Office, Washington 25, D. C. [1957.] [2] p. narrow f°, folded 
into oblong 48° size. + @ Item 522 GP 3.22: R 22/4 


PUBLIC HEALTH SERVICE, Health, Education, and Welfare Dept. 


CDC, Communicable Disease Center. n. p. [1956]. cover title, [24] p. il. 
oblong 8° ([Publication 491; Bureau of State Services, Communicable 
Disease Center, Atlanta, Ga.]) 7 FS 2.60/2: C 73 


Gonococcus, procedures for isolation and identification. [1957.] [2]+ 
30 p. il. ([Publication 499; Bureau of State Services, Communicable 
Disease Center, Venereal Disease Branch.]) [Compilation of material 
from brochure, Cultivation of gonococcus for diagnostic purposes, pre- 
pared by Elizabeth Osterman and brochure Media and method for culti- 
vation of gonococcus, prepared by J. D. Thayer and J. F. Mahoney, 
arranged and supplemented by Maurice C. Shepard. Reprint of publica- 
tion originally printed under title: Procedures for isolation and identi- 
fication of gonococcus. Formerly VD graphic 84.] + @ Item 504 
L. C. card 57-62124 FS 2.60/2: G58 
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Health information series. @® Item 486 FS 2.50: (nos.) 
56. Sisple goiter. [Revised 1957.] [1957.] {4} p. narrow 8° ([Publication 
).]) * Paper, $2.00 per 100; single copy, 5c. 
58. Gallstones and gall bladder disease. [Revised 1957.) [1957.] [4] p. 
narrow 8° wer wi 90.1) * Paper, $3.00 per 100; single copy, 5c. 
83. Good teeth. [Revised 1957.] 1957.] 12 p. il. narrow 8° (| Publication 
405 ; Bureau of State Services, Division of Dental Public Health.]) ‘* Pa- 
per, 10c. 

Patients and personnel speak, method of studying patient care in hospitals; 
by Faye G. Abdellah and Eugene Levine. [1957.] viii+33 p. il. 4° 
(Publication 527; Division of Nursing Resources.) * Paper, 30c. 
@ Item 499 
L. C. card 57-61608 FS 2.6: P 27/2 

Public health monograph. ®@ Item 500—-A . 
48. Review and study of illness and medical care, with special reference to long- 

time trends — list of references]; by Selwyn D. Collins. [1957.] 
{8])+86+ [2] p. il. 4° ({Publication 544.) [Title on cover is: Long- 
time trends in helenes and medical care. Issued concurrently with Nov. 
1957 issue of Public health reports, v. 72, no. 11.) * Paper, ny 

L. C. card 57—-60060 FS 2.62: 48 

Sources of morbidity data, listing no. 5, 1957, from clearinghouse on cur- 
rent morbidity statistics projects ; prepared by staff of Division of Public 
Health Methods, under sponsorship of Public Health Conference on 
Records and Statistics. [1957.] [4]+81 p. oblong 12° ([Publication 
565.]) + @ Item 499-A 
L. C. card 5383-63838 FS 2.76: 5 

Traineeships for nurses. [Revised July 1957.] [1957.] [2] p. f°, folded 
into oblong 48° size. ([{Publication 520]; Division of Nursing Re- 
sources.) + ®@ Item 485 FS 2.2: N 93/88 


QUARTERMASTER GENERAL OF ARMY, Defense Dept. 


Bibliographical forms for literature citations [with bibliography]; by 
James G. Hodgson. Nov. 1957. leaves 1—4+p. 5-62, 4° (Research and 
Engineering Command, Quartermaster Food and Container Institute 
for Armed Forces, Chicago, lll.) [Processed.] 7 
L. C. card 57-62171 D 106.2: B 47 


Chemicals and Plastics Division, technical report CP (series). (Head- 
quarters, Quartermaster Research & Development Command, Quarter- 
master Research & Development Center, Army, Natick, Mass.) 
[ Processed. ] 

1. Bvaluation of coral rubber (CJS-polyisoprene) (with list of iE sebpoenecei. Apr. 
1957. [1]+iv+10 Bi 4° unet reference 7-—93-—15-—004 ; ST -ry, ty 
Branch.) ¢ Paper, 50c. (PB 131232) D 106.9/5:1 

QMC pamphlet. ®@ Item 363-B 
1. Career of service in Quartermaster Corps. [Oct. 1957.] cover title, i) + 

29 p. il. oblong 8° ¢{ D 106 :1/2 

Vacuum requirements for canned tomatoes, symposium deulahin by 
Quartermaster Food and Container Institute for Armed Forces, Quar- 
termaster Research and Development Command, Army, Chicago, IIL. 
Feb. 18, 1955; edited by Frank J. Rubinate and Norbert J. Leinen. Jan. 
1956. v + 64 p.il. (Advisory Board of Quartermaster Research and 
Development Committee on Foods; National Academy of Sciences, Re- 
search Council.) + Quartermaster Food and Container Institute for 
Armed Forces, 1819 W. Pershing Road, Chicago, II. D 106.2: V 13 


RECLAMATION BUREAU, Interior Dept. 
Central Valley project, Calif. [1957.] [2] p. il large 4° rI-¥ into 
narrow 8° size + ®@ Item 660 I 27.2: C 33/4/957 
Davis Dam and power plant, Parker-Davis project. [1957.] _[16] p. il. 
narrow 8° + ® Item 660 I 27.2: D 29/3 
Settlement opportunities for 1958 on reclamation projects. [1957.] [2] 
+ 10 p. il. narrow 8° + I 27.49 : 958 
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GOVERNMENT PUBLICATIONS 


RURAL ELECTRIFICATION ADMINISTRATION, Agriculture Dept. 


Engineers’ challenge in rural electrification, excerpts, remarks by Roy 
G. Zook, assistant administrator for electrification Rural Electrification 
Administration, before 3d annual farm electrification conference, Ameri- 
ean Institute of Electrical Engineers, Minneapolis, Minn., Oct. 29-31, 


1957. [1957.] 5p.4° [Processed.] A 68.14: Z7/2 
REA bulletins. A 68.3: (nos.) 
142-1. Electric house heating, [with bibliography]. [Revised Dec. 1957.) 
eed, MY ie p. il. 4° [Issued with perforations.] * Paper, 15c. 

tem 6 


Loan security requirements for telephone loans. Apr. 18, 1957. 14 p. 4° 
{Replaces Bulletin 321—2R2, Equity requirements for telephone loans, 
Apr. 10, 1956, and Bulletin 321-4, Form of security, Telephone loans, 
Sept. 1, 1954. Pages 15-16 with 1 Be attachment, dated Oct. 22, 1957, 
on subject Calculation of maximum dividend payments or stock redemp- 
tions, were also issued.) 7 


SECURITIES AND EXCHANGE COMMISSION 


Securities exchange act of 1934 as amended to Aug. 10, 1954, public [law] 
291, 73d Congress, H. R. 9323, act to provide for regulation of securities 
exchanges and of over-the-counter markets operating in interstate and 
foreign commerce and through mails, to prevent inequitable and unfair 
practices on such exchanges and markets, and for other purposes. [Re- 
vised edition.] [1957.] 28 p. 4° [Includes all amendments approved 
on or before Aug. 10, 1954.] * Paper, 20c. @ Item 906 
L. C. card 57-60067 SE 1.5: Se 2/954/rev. 

SELECTIVE SERVICE SYSTEM 
Special monograph. ®@ Item 1078 
17,2v. Operation of selective service: v. 1, Text, appendices A-B, v. 2, Ap- 
pendices C-1; prepared by Carlton 8S. Dargusch with editorial —_ of Kenneth 
H. McGill, Lester T. Reynolds, and Mrs. Hilda Calloway. 1955 [published 
1957). [xix] + [1] +524 p. il. 6 por. 2 pl. [Bibliography and index appear 


in v. 1.] 
L. C. card 57-60077 Y¥ 3.Se 4:17/17/v.1,2 


SHIP STRUCTURE COMMITTEE 
Serial NBS. [Processed.] + (Limited distribution) Secretary, Ship Struc- 

ture Committee, Coast Guard, Washington 25, D. C. 

7. Correlation of metallurgical properties, V-notch cane energy criteria, and 
service performance of steel plates from fractur ships [with list of 
references) ; by Morgan L. Williams. Nov. 25, 1957. [8] leaves+43 p. il. 
4° (Final report of project SR-106; Bureau of Ships Index no. NS—011- 
048.) [Text on p. 2 of cover. Transmitted hoonse Committee on Ship 
Steel, Division of Engineering and Industrial Research, National Academy of 
Sciences-National Research Council under Bureau of Ships contract NObs— 
72046, BuShips index no. NS—731—036.] 

L. C. card 57—60078 Y 3.Sh 6: NBS-7 
Ship 


321-2. 


a 


Serial SSC. [Processed.] + (Limited distribution) Secretary, 
Structure Committee, Coast Guard, Washington 25, D. C. 


109. Brittle fracture of mild steel in tension at —196C [with list of references] ; 
by W. 8S. Owen, B. L. Averbach and M. Cohen. [Nov. 5, 1957.], cover 
title, [3] leaves+34 p. il. 4° ((8d progress report of project SR—136, 
Bureau of Ships contract NObs—65918, BuShips index no. NS—011-078.] ) 
{Transmitted through Committee on Ship Steel, Division of Engineering 
and Industrial Research, National Academy of Sciences-National Research 
Council under Dept. of Navy Bureau of Ships contract NObs—72046, 
BuShips index no. NS—731-036. Text on p. 2 of cover.] 

¥ 3.Sh 6: SSC-109 


SHIPS BUREAU, (Navy), Defense Dept. 


Bureau of Ships manual: chapter. 
413 


25. Towing gear; Aug. 1, 1957. [1957.] [1]+4p. 4° (NAVSHIPS 250-000- 
25.) [Revision of Bureau of Ships manual, chap. 25, Jan. 1, 1947.] 


* Paper, 5c. D 211.7 : 25/957 


{Issued with perforations.) © Item 
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Functional drafting. Revised Nov. 1957. [1957.] cover title, [24] p. il. 4° 
(NAVSHIPS 250-520-6.) [List of acknowledgements on p. 3 of cover.] 
* Paper, lic. @ Item 414 D 211.6: D78 


NEL reliability design handbook, 1954 [new and revised pages; May 1955]. 
[1955.] [227] p. il. 4° (Reliability and Standards Branch, Navy Elec- 
tronics Laboratory.) [Processed. Issued in loose-leafform.] # Paper, 
$3.00. (PB121839). 

L. C. card 55-60613 D 211.11/2: D 46/954/rev. 


SMALL BUSINESS ADMINISTRATION 
Management aids for small manufacturers. + ® Item 901-H 
SBA 1.10: (nos.) 


88. Improving foreman relations in small plants [with list of publications for 
urther information] ; by Edward L. Anthony. Nov. 1957. 4 p. 4° 

89. Job evaluation in small industry ; by Robert H. Laws. Nov. 1957. 4 p. 4° 
[Includes list of publications concerned with job evaluation for further 
information. ] 


Small marketers aids. + ®@ Item 901-J 
29. Basic accounting for aun parpneseiee »s [with list of publications for cry | 
information] ; by Dixon Fagerberg, Nov. 1957. 4p. 4° SBA 1 : 29 
Technical aids for small manufacturers. *+ ®@ Item 901-1 


58. Rust preventive coatings, petroleum base; by N. E. Faulkner, jr. Nov. 1957. 
4 p. 4° SBA 1.111: 58 


SMITHSONIAN INSTITUTION 


Annual report of board of regents of Smithsonian Institution, showing 
operations, expenditures, and condition of Institution, year ended June 
30, 1956. 1957. ix+580 p. il. 1 pl. 104 p. of pl. (Publication 4272.) 
[Includes general appendix with bibliographies. Also issued as H. doc. 
9, pt. 1, 85th Cong., Ist sess.] * Cloth, $4.50. @ Item 909 
L. C. card 4-18264 SI 1.1: 956 


Smithsonian contributions to astrophysics. (Astrephysical Observatory.) 
v. 2, no. 5. Geomagnetism and emission-line corona 1950-53 [with list of refer- 
ences] ; by Barbara Bell and Harold Glazer. 1957. iii+51-107 p. 

il.4° * Paper, 65c. _ @ Item 909-B 


L. C. card 57-61617 SI 1.12/2: 2/5 
Smithsonian miscellaneous collections. $11.7: (nos.) 
v. 183. Araucanian child life and its cultural background [with bibliog- 


raphy]; by M. Inez Hilger. Washington, Dec. 10, 1957 [Lord 
Baltimore Press, Inc., Baltimore, Md.] xx+ 439 p. il. 2 pl. 78 p. 
of pl. (Publication 4297.) + Cloth, $7.00. 
L. C. card 57-61662 
vy. 134, no. 10. Medical and veterinary importance of cockroaches [with list of 
references] ; by Louis M. Roth and Edwin R. Willis. Washing- 
ton, Dec. 19, 1957 [Lord Baltimore Press, Inc., Baltimore, Md. ). 
[4] +147 p.1pl.6p.ofpl. (Publication 4299.) f Paper, $1.25. 
L. C. ecard 57-621938 
v. 134, no. 12. Permian brachiopods from central Oregon [with list of references] ; 
by G. Arthur Cooper. Washington, Dec. 9, 1957 [Lord Balti- 
more Press, Inc., Baltimore, Md.]. iv+79 p. il. 12 p. of pL 
(Publication 4302 ; Charles D. and Mary Vaux Walcott Research 
Fund.) + Paper, $1.30. 
L. C. eard 57-61673 
. 135, no. 2. Morphology and taxonomy of foraminiferal genus Pararotalia Le 
Calvez, 1949 [with list of references] ; by Alfred R. Loeblich, jr., 
and Helen Tappan. Washington, Dec. 3, 1957 [Lord Baltimore 
Press, Inc., Baltimore, Md.]. [2]+24+ [1] p. il 5 p. of pl. 
(Publication 4303 ; Charles D. and Mary Vaux Walcott Research 
Fund.) + Paper, 45c. 
L. C. card 57-61671 
- 185, no.5. Mineralogical studies on Guatemalan jade [with list of references] ; 
by William F. Foshag. Washington, Dec. 8, 1957 [Lord Balti- 
more Press, Inc., Baltimore, Md.]. [2]+60+ [1] p. il. 4 p. of 
pl. (Publication 4307; Charles D. and Mary Vaux Walcott 
Research Fund.) + Paper, 80c. 
L. C. card 57-61674 
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Smithsonian miscellaneous collections—Continued 
v. 135, no. 6. Revised interpretation of external sg as arty organs of male in- 
sects [with list of references | ; R. E. Snodgrass. Washing- 
ton, Dec. 38, 1957 [Lord Balteuores Press, Inc., Baltimore, Md.}. 
iii+60p.il. (Publication 4309.) t Paper, 60c. 
L. C. ecard 57-61672 


SOIL CONSERVATION SERVICE, Agriculture Dept. 





911 Building community conservation, talk by Donald A. Williams, admin- 
istrator, Soil Conservation Service, Department of Agriculture, at 10th 
anniversary meeting | of Wayne County Soil Conservation District, 
Wooster, Ohio, Oct. 7, 1957. [1957.] 11 p. 4° (Processed. } 

A 57.25: W 67/72 


[Conservation information] SCS-CI (series). * @ Item 119-A 
912 8. What Soil Conservation Service does. June 1956. [4] p. A 57.44:3 


913 + Progress in soil survey, statement by Roy D. Hockensmith, director, Soil 
Survey Operations, Soil Conservation Service, U. 8. D. A. [at] Southern 
Regional Soil Survey Technical Work-Planning Conference, Fayetteville, 
Ark., Oct. 7-11, 1957. [1957.] 22+3 p. 4° [Processed. Inciudes List 
of ways to increase efficiency of soil survey work, prepared by R. D. 
Hockensmith for discussion at Regional Soil Survey Technical Work- 
Planning Conference during Jan. 1956.] 7 A 57.25: H 65 


STATE DEPARTMENT 


Far Eastern series. 


914 74. Japan, free world ally. [1957.] cover title, [4]+55+ [1] p. il. ([{Publi 
cation 6516]; Public Services Division). * Paper, 25c. @ aan | 870 
L. C. card 57-61678 S$ 1.38: 74 
General foreign policy series. 
915 117. American foreign policy, 1950—55, basic documents ; iP perce in Historical 
Division]: v.1. [July 1957.] lix+1708 p. map. -ublication 6446.]) 


{Includes contents for v. 1 and 2. Supplements Gecade of American 
foreign policy: Basic documents 1941-49. Index for v. 1 and 2 will 
appear at end of v.2.] * Cloth, $5.25. @ Item 875 


L. C. ecard SD 57-10 §$ 1.71:117/v.1 
Near and Middle Eastern series. @ Item 8&3 
916 27. Background, 3 new African nations, Morocco, Tunisia, Libya. [Dec. 1957.] 
cover title, 32 p. il. 4° ([Public Services Division; Publication 6567.]) 
* Paper, 25c. 
L. C. ecard 57—62198 S$ 1.86: 27 


17 Publications of Department of State, Jan. 1, 1953—Dec. 31, 1956. [1957.] 
v+194 p. ([{Publication 6487.]) * Paper, $1.00. © Item 886 
L. C. card 30—-26444 S$ 1.30: 956 


Treaties and other international acts series. * Paper, $10.00 a yr. (ap- 
proximately 150 issues), $3.50 additioal for foreign mailing; single 
copies vary in price. @ Item 899 S 9.10: (nos.) 

918 8903. Austrian dollar bonds, agreement and protocol between United States and 
Austria, signed Washington Nov. 21, 1956; [entered into force Sept. 11, 
1957]. [1957.] [2]+77 p. [English and German.] * Paper, 25c. 
L. C. card 57-61598 

919 8908. Technical cooperation, training school in Mexico, agreement between 
United States and Mexico, amending and extending agreement of Apr. 6, 
1954, effected by a of notes dated Mexico June 29, 1957 [entered 
into force June 29, 1957 ; operative retroactively Dec. 31, 1956.) [1957.] 

2)+6p. [Spanish and English.] * Paper, 5c. 

L. C. ecard 57—62134 

920 8914. Defense, facilities assistance program, agreement between United States 
and France, superseding agreement of May 31, 1954, effected by ex- 
change of notes signed Paris Sept. 23, 1957; [entered into force Sept. 23, 
1957.] [1957.]| [2]+10 p. [English and French.] * Paper, 10c. 
L. C. ecard 57—61597 

921 8920. Sueelien of commercial samples and advertising material, convention 
between United States and other Governments done at Geneva Nov. 7, 
1952 and opened for signature at headquarters of United Nations, N. Y., 
signed on behalf of United States May 28, 1953; [entered into force 
with respect to United States Oct. 17, 1957.] [1957.] [2]+29 p. 
{English and French.] * Paper, 15c. 
L. C. card 57-61646 
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Treaties and other international acts series—Continued 


3921. 


3922. 


_ agricultural commodities agreement between United States and 
Ecuador, amending agreement of Feb. 15, 1957, effected by exchange of 
notes signed Washington Sept. 9 and 10, 1957; [entered into force 
Sept. 10,1957]. [1957.] [2]+4p. [English and Spanish.] * Paper, 5c. 
L. C. card 57-62137 

International Union for Publication of Customs Tariffs, protocol between 
United States and other governments, modifying convention, regula- 
tions, and memorandum of signature of July 5, 1890, Brussels Dec. 16, 
1949 ; [entered into force Sept. 15, 1957]. [1957.] [2]+30 p. [Eng 
lish and French.] * Paper,15c. @ Item 899 
L. C. ecard 57-61647 


3. Double taxation, taxes on income, convention between United States and 


Austria, signed Washington, Oct. 25, 1956; [entered into force Oct. 10, 
1957: operative retroactively Jan. 1, 1957.) [1957.] [2]426 p. 
[English and German.] * Paper, 15c. 

L. C. ecard 57—-61654 


3924. War damage claims, understanding between United States and Italy, signe et 


3926. 


3927. 


8933. 


3934. 


a2 
o938, 


3939. 


3941. 


nome Mar. 29, 1957: [entered into force Oct. 22, 1957]. [195 
{2]1+7p. (E nglish and Italian.) * Paper, 10c. 
L. C. card 57-61648 

Mutual defense assistance, agreement between United States and Luxem 
bourg, amending annex B of egreement of Jan. 27, 1950, effected by 
exchange of notes signed Luxembourg Oct. 4, and 7, 1957; [entered into 
force Oct. 7, 1957); [1957.] [2]+4 p. [English and French.} 
* Paper, 5c. 
L. C. card 57—61620 

Establishment of oceanographic research station in Barbados, agreement 
between United States and United Kingdom of Great Britain and North- 
ern Ireland, supplementing agreement of Nov. 1, 1956, effected by ex- 
change of notes, signed Washington Oct. 30, 1957; [entered into force 
Oct. 30,1957]. [1957.] {2]+4p. * Paper, 5c. 
L. C. ecard 57—61655 

Establishment of oceanographic research stations in Bahama Islands, 
agreement between United States and United Kingdom of Great Britain, 
and Northern ae signed Washington Nov. 1, 1957; [entered into 
force Nov. 1,1957). [1957.] [2]+16p. * Paper, 10c. 
L. C. card 57- 61656 


. Economic cooperation, informational media guaranty program, agreement 


between United States and Pakistan, amending agreement of Feb. 12 and 
May 1, 1954, effected by exchange of notes, dated Karachi Jan. 1 and 8, 
1957 ; [entered into force Jan. 8,1957]). [1957.] [2]+3p. * Paper, 5c. 
L. C. ecard 57-—61649 

Aerial mapping, agreement between United States and Cambodia signed 
Phnom Penh Oct. 17, 1957, [entered into force Oct. 17, 1957]. [1957.] 
{2]+6p. [French and English.] * Paper, 5c. 


. Economic cooperation, agreement between United States and Union of 


Burma, signed Rangoon Mar. 21, 1957; [entered inte force Oct. 9, 1957.] 
[1957.] 2)+7 p. [Burmese and Englis sh.] * Paper, 10c. 
L. C. ecard 57—61650 


~. Guaranty of private investments, agreement between United States and 


Viet-Nam, effected by exchange of notes signed Washington, Nov. 5, 1957; 
[entered into force Nov. 5, 1957). [1957.] [2]+9 p. [English and 
French.] * Paper, 10c. 
L. C. card 57-—61651 

Unemployment insurance, Canadian employees of United States armed 
services in Canada, agreement between United States and Canada, effected 
by exchange of notes, dated Washington, Dec. 20,1955 and Apr. 23, 1956; 
[entered into force Apr. 23, 1956]. [1957.] [2]+2 p. ® Paper, 5e. 
@ Item 899 
L. C. card 57—61652 

Guaranty of private investments, agreement between United States and 
Italy, amending agreement of Dec. 28, 1951, effected by exchange of 
notes, signed Rome Oct. 18, 1957; [entered into force Oct. 18, 1957]. 
[1957.] |2]+4p. [English and Italian.] * Paper, 5c. 
L. C. card 57-6168 

Surplus agricultural commodities, agreement between United States and 
Republic of Korea, amending agreement of Mar. 13, — as amended, 
effected by exchange of notes signed Washington, Aug. 16, 1957; [entered 
into force Aug. 16, 1957, operative retroactively Mar. 13, 1956]. [1957.] 
[2]+2p. * Paper, 5c. 
L. C. card 57—-61659 

Surplus agricultural commodities, agreement between United States and 
Republic of Korea, amending agreement of Jan. 30, 1957. effected by ex 
change of notes signed Washington Aug. 16, 1957; [entered into force 
Aug. 16,1957]. [1957.] [2]+2p. * Paper, 5c. 
L. C. card 57-—61660 

Parcel post, agreement between United States and China, signed Taipei 
July 30, 1957, and Washington Aug. 19, 1957; [entered into force Nov. i, 
1957]. [(1957.] [2]+4+12p. * Paper, 10c. 
L. C. card 57—62197 
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GovERNMENT PUBLICATIONS 


SUPPLIES AND ACCOUNTS BUREAU (Navy), Defense Dept. 


Change 189, Navy shipping guide, pt. 1; Nov. 15, 1957. [1957.] i+[18] p. 
[Issued in loose-leaf form.] f N 20.17/2: 189/pt.1 


—— pt. 2; Nov. 15, 1957. [1957.] i+22p. [Issued in loose-leaf form.] { 
N 20.17/2: 189/pt.2 


Joint travel regulations, Changes 65; Jan. 1, 1958. [1957.] [29] p. 4° 
[Issued in loose-leaf form.] tf D 212.6: T 69/ch.65 


SUPREME COURT 


United States reports, v. 354, cases adjudged in Supreme Court at Oct. term, 
1956, June 10-July 11, 1957 (end of term); Walter Wyatt, reporter of 
decisions. 1957. x1+1-548+[1]+901-961 p. [Also issued in 3 pre- 
liminary prints; each case also issued separately. Pages 549-900 were 
purposely omitted and do not indicate omission in text.] * Cloth, $5.00. 
@ Item 741 
L. C. ecard 1-26074 Ju 6.8 : 354 


TENNESSEE VALLEY AUTHORITY 


Division of Agricultural Relations, annual report [fiscal year] 1957. n. p. 
[1957]. cover title, [1]+42 p. il. 4° [Text and other illustrations on 
p.l and 2ofcover.] 7 
L. C. card 56—60758 Y 3.T 25: 1-5/957 


Forestry bulletin. (Division of Forestry Relations.) [Processed.] f 
55. Forest inventory statistics for Washington County, Va. Norris, Tenn., Oct. 
1957. cover title, [1]+18 p. ii. 4° Y 3.T 25: 18/55 
[Forestry investigations, technical note.] (Division of Forestry Rela- 
tions.) [Processed.] 7+ 
29. Bucking sawtimber trees for top value in Tennessee Valley; [by] B. C. Cobb. 


Dec. 1957. [25] p. il. 4° (Forestry Investigations Branch, Forest Utiliza- 
tion Section.) Y 3.T 25 : 24/29 


TERRITORIES OFFICE, Interior Dept. 


Virgin Islands Code, effective Sept. 1, 1957, and containing general and 
permanent laws in force in Virgin Islands, annotated. [1957.] 5 vols. 
[Pocket to hold supplements pasted on inside of back cover of each 
volume.] * Cloth, $18.25 per set of 5 vols. @ (Special offer was made 
prior to printing and no longer holds good. ) 

L. C. ecard 57—-63830 I 35.13/5: C 64/v.1-5 


v.1. Historical documents, organic acts, and Constitution, Title 1 to title 5. 
cl+- 589 p 


v. 2. Title 5app. to title 13. xiv+753 p. 

v. 8. Title 14 to title 20. xiv+650 p. 

v. 4. Title 21 to title 32. xiv +576 p. 

v. 5. Title 33, 34, tables and index. xiv-+491 p. 


TRANSPORTATION CORPS (Army), Defense Dept. 


Cockpit, instrument, and anti-collision lighting for Army aircraft (installa- 
tion and evaluation of cockpit and instrument lighting for L-23 air- 
eraft) [with bibliography]; prepared by Joseph F. Melani. Nov. 1957. 
[4]+iii+27 p. il. 4° ({ASTIA document AD 120518], Final report, 
project 9—38—01-000, house task 12.23; Army Transportation Research 
and Engineering Command, Fort Eustis, Va.) [Processed. Pages in 
brackets consist of detachable card catalog entries.] { D 117.2: L 62/2 


Landing craft retriever; prepared by Charles A. Reed. Nov. 1957. [4] 
+vii+89 p. il. 4° ([{ASTIA document AD 120515]; First interim 
report, project 9-57—05—-000, subtask 305M (formerly project 9—89-12- 
003) ; Army Transportation Research and Engineering Command, Fort 
Eustis, Va.) [For official use only. Processed. The 4 pages in brackets 
are detachable card catalog entries.] t D 117.2: L 23 
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Towboat, river, steel, diesel, 120-foot, Frank X. Stora, project engineer. 
Nov. 1957. [4]+iii+41 p. il. 4° ({ASTIA document AD 120517)); 
Final report, project 9-57—03-000, subtask 110M (formerly project 9-57- 
10-003); Army Transportation Research and Engineering Command, 
Fort Eustis, Va.) [Processed. The 4 pages in brackets are detachable 
ecard catalog entries.] tf D 117.2: T 65/2 


TREASURY DEPARTMENT 


Department circulars. (Fiscal Service, Bureau of Public Dept.) f 
@ Item 924 T 1.4/2: (nos.) 
998. United States of America 3% percent treasury certificates of indebtedness 

of series D—-1958, dated and bearing interest from Dec. 1, 1957, due Dec. 


1, 1958. Nov. 20, 1957. 2 p. 4° (Fiseal Service, Bureau of Public 
Debt.) 


999. United States of America 3% percent treasury notes of series C-—1962, 
dated and bearing interest from Nov. 29, 1957, due Nov. 15, 1962. Nov. 
20, 1957. 2p. 4° (Fiscal Service Bureau of Public Debt.) 

1000. United States 3% percent treasury bonds of 1974, dated and bearing inter- 
est from Dec. 2, 1957, due Nov. 15, 1974, interest payable May 15 and 
Nov. 15. Nov. 20,1957. 3 p. 4° 

Foreign assets control regulations and related documents, 4th cumulative 
supplement, Dec. 17,1957. [1957.] 4p.4° + @ Item 926 
L. C. card 54—60730 T 1.10: F 76/954/supp.—5 


VETERANS ADMINISTRATION 


Index to Veterans Administration publications. Nov. 1, 1957. x+130 
p. 4° [Cumulative. Supersedes previous edition.] ~ @ Item 986 
L. C. card 49-54463 VA 1.20: 957/2 


VOCATIONAL REHABILITATION OFFICE, Health, 
Education, and Welfare Dept. 


Rehabilitation service series. @ Item 531 


420. Proceedings of Institute on Rehabilitation Center Planning sponsored by 
Conference of Rehabilitation Centers, Inc., under grant from Office of 
Vocational Rehabilitation, Chicago, Feb. 25—Mar. 1, 1957 [with bibliog- 
raphies]. [1957.] ix+322 p. il. [Title on cover is: Planning of reha- 
bilitation centers. A processed erratum, 1 p. oblong 24°, was also issued.) 
* Paper, $1.25. 

L. C. ecard 57-62141 ’ FS 13.207 : 420 


WAGE AND HOUR AND PUBLIC CONTRACTS DIVISIONS, 
Labor Dept. 


Holiday work for high-schoolers. 4 leaves. 4° [Processed.] Tf 
L 22.2: H71 
How Federal wage and hour law applies to workers in Canal Zone. [1957.] 
[6] p. narrow 12° ({WH 58-560]) [Processed. English and Spanish.] 
t L 22.2:C 16/2 
How Federal wage and hour law applies to workers on Guam. [1957.] 
[4] p. narrow 8° ([{WH 58-571.]) Processed.] 7 L 22.2: G 93/2 


WOMEN’S BUREAU, Labor Dept. 


Leaflet. 


10. Current publications of Women’s Bureau [list]. Revised Nov. 1957. [1957. 
[8] p. narrow 8° + @ Item 783 L 18.11: 10/ 
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minerals yearbook chapter_._._-_~ 713 
wheels, specification cancellation__ 455 
Accidents, Federal work injuries, 
_ RES UR a Fs 474 
see also Aircraft accidents—Rail- 
road accidents. 
Accounting, see Accounts and ac- 
counting. 
Accounting machines, facts for indus- 
SE es Pe eae 236 
Accounts and accounting : 
Air Force manual____...._.--._~ 111 
Federal agencies, principles and 
procedures, GAO guidance man- 
ual, transmittal sheet__.____ 640 
financial inventory, N. G. R. regs_— 798 
fund resources at allotment level, 
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standardized fiscal procedures, GAO 
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products. 
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Adjutant General's Office : 
PRB technical research notes... - 
PRB technical research reports. 
Administration, see Administrative 
management. 
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improvement through executive de- 
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1-10 
11-12 


velopment, civilian personnel 
he A a EL ac 144 
management aids for small manu- 
ee iscenentpenaninabanieapeninantalien 899-900 
personnel, small industry job eval- 
TT Acernmeetntnignionsneaapepentnandate 900 
Adult Literacy, National Commission 
for, see National Commission 
for Adult Literacy. 
Advertising : 
false and misleading— 
filter-tip cigarettes, hearings__ 331 
weight-reducing preparations, 
protect consumer, hearings__-— 332 
material, importation, conven 
0 RRS Ne eR Sal Al 921 
Advisory Committee on Vital Statis- 
tics Methods, report, final___- 807 
AEC, see Atomic Energy Commission. 
Aerial mapping: 
agreement with Cambodia... ~ 930 
map-match scoring method, discus- 
sion and recommendations__... 116 
Aerial photographs, see Aerial map- 
ping. 
Aerodynamics, see Boundary layer— 
Drag (aircraft)—Flow. 
Aeroelasticity, infinitely long unstif- 
fened and ring-stiffened thin- 
walled circular cylinders... 760 
Aeronautical lighting, see Lights and 
lighting. 
Aeronautics : 
civil air regulations, amendment _-_ 262 
civil aviation, statistical handbook— 246 
see also certain headings beginning 
Air. 
AFCRC, see Air Force Cambridge Re- 
search Center. 
Afghanistan, licensing and exchange 
li RE I a ee 619 
Africa : 
north and northeast, annotated list 
of writings, 1951-—57____-- -_- 708 
northwest, United States Army seiz- 
ure of initiative in World War 
_ eee satis 712 
southwest coast, sailing directions, 
ih ie eee 665 
three new nations, background _- 916 
west coast, lights and fog signals 662 
Agricultural commodities, see Agricul 
cultural products. 
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a 15-27 


Agricultural credit, farm mortgage 
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eS een 55 


Agricultural machinery, see Farm im- 
plements and machinery. 


Agricultural marketing revolving 
fund, audit report, 1956___-~- 313 


Agricultural Marketing Service, AMS 


RE LEE ET ee ne 29-34 
Agricultural products: 
acreage allotment programs, 1954— 

55, effects, detailed analysis. 54 
demand at retail and farm level_- 40 
foreign trade of U. 8., fiscal year 

Ee eS 607 
Japanese market, competition___ ~~ 608 
marketing research reports__._.._.. 88-90 
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farm commodities supplement, 

RE ee 74 
surplus commodities agreement 
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ON ER a OOTP 922 
ERR ER ES as 935-936 
surplus disposal program, address-— 69 
trade with cooperatives of Japan. 609 


see also Crops. 
Agricultural Relations Division, TVA, 





annual report, 1957___---~- 942 
Agricultural research scientists, ex- 
amination announcement-__-_—-_ 264 | 
Agricultural Research Service, ARS 
series_— saa oi . 48-58 
Agricultural situation, see Agricul 
ture. 
Agriculture 
agriculture handbook — 74 
agriculture information bulletin__- 75 
commercial, policy relation to eco 
nomic growth and stability, pa 
pers presented in advance of 
A TELL ALE LEA 301 
current trends (summary of com 
ERE LALA LLP TELE AOD 39 
Foreign Agricultural Service, mis- 
cellaneous FAS—M series... 603-606 
foreign agriculture reports___ 608-609 
Government programs (address) _~— 72 
outlook, charts, 1958 - aT. sae, bb 28 
policies and programs “(address) __ 73 


positions, examination announce- 


ment pone h A-5 Saath Tid 263 
research achievement sheet______- 65-66 
research, questions and answers_—_-~ 48 
research supported, role in future 

society (address) 4 67 
world agricultural situation, 1958_ 610 


see also Farms—-also headings be- 
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marketing research reports_ 88-90 
miscellaneous publications___...... 91-94 
statistical bulletins Ree aime tieiie 96-97 
technical bulletins... ~~ -- 98-101 
Agua Caliente band of “Mission In 
dians, see Mission Indians: 
AlB Si Rcantdscho eae 75 
Ailerons, automatic trim control de- 
vice for personal airplanes__-_- 761 
Air carriers, scheduled interstate cer 
tification and operation rules, 
civil aeronautics manual, 
CO0D 24k caadedndeeetbes 249 | 
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Air fields, see Aviation fields. 
Air Force: 
instructors, leadership criteria for 


opulation intercorrelations__ 119 
supply and/or maintenance, Air 
Force manuals___.....-._~ 106-109 
Air Force Cambridge Research Cen- 
ter: 
ee ae ee 104 
aE 105 
Air Force Department: 
AFCRC technical note.........-- 104 
AFCRC technical report._.._ --_ 105 
Air Force manuals_.......-- - 106-111 
Air Force pamphiet._.....__.. 112-114 
development report, AFPTRC- TN 
 __ ae ee eee 15-116 
research report, AFPTRC-TN 
a eee 119-122 
specification bulletins........_ 123-124 
specifications and related publica- 
i Sse 8 
WADC technical a 125-130 
Air Force Personnel and Training 
Research Center : 
development report, AFPTRC—TN 
ee Se . 115-116 
research report, AFPTRC-TN se- 
GOOD vicina ctindabatibinien 119-122 
Air frames, see Airframes. 
Air pilots, see Aviators. 
Air scattering of gamma rays and 
ERS eae ee 179 
Aireraft: 
airworthiness, restricted category, 
civil aeronautics manual____- 248 
electric and electronic wiring, in- 
stallation practices handbook- 14 
import-export agreements, certifica- 
tion and approval, civil aero- 
nautics manual_____._-.-_- 248 
sandwich constructions and core 
materials, test methods, mili- 
tary standard ______- ‘ 453 
static pressure measurement____ 791 
see also Lights and lighting. 
Aircraft accidents : 
investigation reports... — 259-261 
investigators handbook... ~~ 13 
Aircraft mechanics, see Mechanics 
(persons). 
Aircraft observers, scope interpreta- 
tion and map-reading tasks, 
review of literature_______- 122 
Airframes, design and construction, 
specification bulletin._-- 123-124 
Airplane accidents, see Aircraft ac- 
cidents. 
Airplane tires, see Tires. 
Airplanes: 
airworthiness, normal, utility, and 
acrobatic categories, civil aero- 
nautics manual_ sick eiiigets 48 
jet bomber, horizontal tail loads in 
pitching maneuvers, analysis_ 792 
personal, automatic aileron trim 
control device, effectiveness___ 761 
transport, vertical take-off, transi- 
<< ge eee 781 
Airspaces (buildings) : 
thermal resistance___.-__ pias 795 
Airworthiness, see Aireraft— ‘Air- 
planes 
Alabama : 
olestese rate beek.....<.<icuncsss 517 
fuel adjustment data_..__---~- 529 
mineral industry, minerals year- 
beck cnapter.........<sJds- 7 730 
Alaska: 
census of manufactures, 1954___~~ 197 
fisheries, annual summary, 1956_~-- 581 
mineral industry, mineral yearbook 
chapter_____-— oo Sere eee Set 731 
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Alaska—Continued 
waterborne commerce, 1955_.-.--~- 
waterborne commerce, 1956 _..__-- 
Alaska Airlines, Inc., accident___ ~~ 
Alcohol, industries, 1956, statistics__ 
Alebrini, see Leafhoppers. 
Alfalfa : 
chickweed control__............. 
spotted aphid control__...-..--~- 
Alkaline batteries, see Storage bat- 


teries. 
Alloys: 
HS-31, overheating effect on creep- 
rupture ropertiss 2 TES 
M—252 and S—816, abnormal grain 
oh als Ae AR i A 


nickel-base heat-resistant abnormal 
er ee 
S-816 at 1,500° F. effect of over- 
heating on creep-rupture 
re a SR he 
seé also names of metals, etc. 
Altimeters, use in ventilation-pres- 
ET Dao anks tas tasid nacional 
Aluminum : 


alloy— 
bars, rods, and shapes, specifica- 
RE ES. <5 ain 
ingot, for remelting, specifica- 
Alte a tie te ns, etd see 
plates, 7075-T6, compressive 
strength and creep at elevated 
Se in atentinhing 
production, etc., in 1956_.._._______ 
Aluminum alloy castings, see Cast- 


ings. 
American Airlines, Inc., accident. - 
American Ethnology Bureau, bulletin_ 
America’s security is always our job-_ 
Amplifiers, A—C operational, copper- 
mandrel potentiometers per- 
RE A se 
Amplitude and phase control unit, 
ee 
AIGD. - CR is cncnntibbtitimniittiinna 
Analytical chemistry, see Chemistry. 


Andalusia, Ala., population, special 
ee eT eee Ee 
Animals, biological blast damage, 
physical principles of effect of 
nuclear detonation... 
Antennas, portable mast, glide slope, 
CAA specifications........~- 
Anthropology : 


anthropological oa 
departmental edition........~- 
document edition....-......-- 
Anticorrosives, see Corrosion and 
anticorrosives. 
Aphids, see names or types of aphids. 
Apparel, see Clothing. 
Apples, commercial production by va- 
rieties, comparisons____—_ ~~~ 
Apprentices, draftsmen, apprentice- 
ship and training standards__ 
Aptitude tests: 
Army, potential combat predictors, 
Cece ctnt ennasennee 
combat arms, selection of experi- 
mental predictors for longi- 
tudinal validation._......~~- 
effectiveness in predicting success 


in— 

carrier repair, teletype mainte- 
nance, and power equipment 
QEIRED co ettitlisennee>e 


engineer and automotive courses_ 
transportation movement control 
and supply courses__.......~- 
Aquatic plants, see Water-hyacinth. 
Araucanian Indians, child life...._~- 
Arte see Industrial arbitra- 
tion. 
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Architects, see Landscape architects. 
Arctic Ocean, lights and fog signals__ 
Arctic regions, solid-propellant fuel 
for fire extinguishment__ __-~ Z 
Area assistance act of 1956, see Un- 
employed. 
Area development aids__..___.___ 
ee. ee i ee 135 
Arizona, agricultural conservation 
handbook 
Arkansas: 
agricultural conservation program, 
handbook 
mineral industry, minerals yearbook 
i RE lit 
Armaments, see Munitions. 
Armed Forces: 
Canadian employees, unemployment 
insurance, agreement... __- 
i oss Ae ie 
regulation, limitation and balanced 
reduction, U. N. General As- 
sembly resolution___.______ 
Armed Forces Information and Educa 
tion Office, DOD pamphlets. 13¢ 
Armed services, see Armed Forces. 
Armored force, personnel classifica- 
tion, validity and test selec- 
tion results for combat jobs___ 6 
Army: 
Army regulations, decorations and 


933 
140 


863 


140 


food adviser, technical manual... 153-154 


procurement legal service, DA pam- 
I -iatnantectiaeinenteneea hie 151 
procurement procedure____.._ ~ 141-142 
progress, 1957, reports.__........_ 152 
service schools, course offered, cata- 
il el AT a 146 
— States Army in World War 
9 

Army Ballistic Missile Agency, re- 
ee IE 847 

Army Department: 

YALU lye 143 
civilian personnel pamphlet_____-- 144 
pS SESS bese See ee 146-151 

reservoir land acquisition policy of 

Army and Interior Depts., hear- 

Ds ccntdiadicihibebiiigitetnds dikes 330 
a 145 
technical manuals............. 153-157 
work methods, motion economy 

through use of operation and 

man-machine operations.___.. 147 

Army package power reactor, see Re- 
actors (atomic). 
ARE Gecncacncanetsmnencnautied 48-58 


Artillery, personnel classification va- 
lidity and test selection results 
for combat jobs__...-... ~~~ 5 
see also Gunnery—Ordnance. 
Ash cans, see Cans. 
Assets and liabilities, see Banks and 
banking. 
Assistance, see Public Assistance. 
Astronomers, examination announce- 
RF dé dncitcdcitittintthdetne 270 
Astronomy, see Astrophysics. 


Astrophysics, Smithsonian contribu- 
tions PP RSE Sate ee Sea 904 
Asymptotic solutions, see Mathemat- 
ies. 
Atlanta, Ga., food stores, wage factor 
in retailing meat_.......--~-~- 89 
Atlantic Coast: 
rivers, ova production of American 
Cnet. .ncsccccqeceenewccscce 595 
transportation lines....._.-~.~~~- 498 
waterborne commerce, 1955... ~~~ 500 
waterborne commerce, 1956. ..-~-~- 504 
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Atlantic States: 
Middle Atlantic fisheries, 1956_~~- 
South Atlantic States, water hya 
cinth obstructions in navigable 
waters, engineer report— 
departmental edition._.._. ~~ at 
document edition........--..- 
Atmosphere : 
creep-rupture properties of nickel 
in air and in vacuum, compari- 


SI. ncinvtetncherieninnetieiitntaiiaties 
effect on nichrome, temperature and 
stress dependence... ~~~ 


light transmission measurement, 
field of view influence____ ~~ 
upper, research report, correc tion. 
Atomic bombs: 
explosions— 
exposure of mobile homes and 
emergency vehicles__—- 
fallout effects, bibliography —-~ 
Atomic energy, nuclear power eco 
nomics, literature search ____- 
Atomic Energy Commission : 
procurement, case study, 
research reports... _- neea 
\tomic Energy Joint C ommittee : 
committee print. _-— 
hearings on authorizing legislation, 
1955-57, index aa 
Atomic power, ece Atomic energy 
Atomic reactors, see Reac t ors 
(atomic). 
Atomic weapons, see Weapons. 
Attenuation, gamma rays and neu- 
trons, results of calculations__ 
Attitude (psychology) : 
measurement, forced-choice and pro- 
jective techniques______~~- 
Attorneys, see Lawyers. 
Audio oscillators, see Oscillators. 
Audio-visual education, publications 


report 


of Education Office, list... - 468 
Auditing, Federal agencies, principles 
and procedures, GAO guidance 
manual, transmittal sheet__- 640 
Australia : 
dairy industry, competitive aspects 604 
sailing directions, southeast coast, 
change-_-__-_- ee See 667 
Austria : 
dollar bonds, agreement and pro 
tocol-- ain asidhipagiialhik 918 
double taxation, income tax, con 
vention —- dh msibuvilitndeas 924 
Automatic technology, see Automa 
tion. 
Automation and recent technological 
trends, hearings = mt 209 
Automobile trailers, see Trailers. 
Aviation, see Aircraft 
Aviation fields, pavement design 483 
Aviators: 
glider pilot certificate requirements, | 
civil air regulations correction_ 262 | 
navigator performance in radar 
bombing map matching method 
Se eee 116 
pilot and instructor’ certificates, 
civil air regulations correction 262 
private pilot examination guide_ 250 
Awards (arbitration) : 
National Railroad Adjustment 
= pidnelatatiee 816 
Azov, Sea of, lights and fog signals 662 
Azovskoye More, see Azov, Sea of. 
B 
B. 8. A., see Boy Scouts of America. 
B. S. B. series sibel nasa aabeitidaliaatinids 184-186 
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Entry 
Background series, Disarmament 
Staff, White House____~_-~- 862-865 
Bacon, slab or sliced, chilled or 
frozen, specification__._..__- 873 
Bahama Islands, oceanographic re- 
search stations, establishment, 
agreement with Great Britain_ 928 
Balances, anaiytical, simple conver- 
sion for automatically re- 
cording weight changes_____~ 853 
Ballistics, Army Ballistic Missile 
Agency research report. __-_- 847 
Banking and Currency ommittee, 
House, hearings, ete... __ 25-328 
Banking and Currency Committee, 
Senate, committee print. _.—- 35: 
Banks and banking: 
assets and lIiabilities, commercial 
and mutual savings banks___~ 511 
banks supervised by FCA, audit re 
port, 1956__-___ 813 
direetors interlocking with those of 
industrial, etc., companies, re- 
et ae tian eae ile ans 323 
laws governing, revise— 
comparison of bill with existing 
DUET aelicietinihelsitnteahsmaneeen aE te 327 
summary of amendments______ 828 
Banners, rayon cloth, specification___ 379 
Barbados, oceanographic research sta- 
tion establishment, agreement 
with Great Britain.______~ 9 


Barite, minerals yearbook chapter__- 

Bars (metal, etc.), see names of met 
als, ete., of which bars are 
made. 

Batteries, see Storage batteries. 

Bauxite, ore from Quapaw deposit, 
Saline County, rk., labora- 
tory investigation__ ae 

Beach erosion, see names of loc: ilities. 


| Beach Erosion Board, technical mem- 
49 


ELLIE LETS His 
Beetles, see names or classes of 


beetles. 
Behavior, research relating to chil- 
dren, studies in progress_____ 
Bellingham, Wash. : 
harbor improvement, 
port—— 
departmental edition__._.... ~~ 
document edition... - 
Berlin, Germany, Western, licensing 
and exchange controls____ ~~ 
seryl, deposits of Peerless pegmatite, 
Pennington County, 8S. Dak 
severage base, grape cry stals, syn- 
thetic, specification, canceila- 
att Baath Bg Bae 
Betiagregns ; 

Africa, north and northeast... __ 
audiovisual education______ coainie 
binary intermetallic compounds 
coffee, cocoa, and tea___________. 
economics of nuclear power______ 
education, selected references_____ 
elementary education... ___- 
fall-out effects from nuclear explo- 

et... i6ictsa. . 
farm families, levels of living___ 
fishery literature, English trans- 

RR TER He 
fishery research on Great Lakes__-_ 
food products, margins and costs__ 
forms for literature citations____ 
lubricants, synthetic__....._____ 
mental health, reading list._...___ 
watee,. SreUne... seid i cneenn 
watersheds, small_____..________ 
see also names of departments, etc., 

issuing lists of publications. 
Biliary calculi, health information 
lanai ae iit 


engineer re- 
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476 
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Entry 
Biography, see subjects of biographi- 
cal sketches. 
Biological agents, see Biological prod- 


ucts. 
Biological products, stains as marking 
agents for commercial shrimp- 601 
Biology, irradiation effects of pressure 
phenomena inside protective 
shelters following nuclear 


aE a eee 180 
Biphenyl, heat-transfer studies_____~ 830 
Biphenyl polymers, heat transfer 

| * RE SE TE SN 830 


Birth, by birth weight, reporting 
areas, birth and neonatal 
deaths, 1952-54... .._-_. 808 

see also Vital statistics. 

Bismuth, distribution from aqueous 
solutions to ethers and methyl 
SSOUECTE BOURRiinostcwicmes 171 

its (tools) : 

cutter bit blanks and blades, steel, 
specification = re 549 

Bituminous coal, see Coal mines and 
mining. 

Bituminous mines, see Coal mines and 

mining. 

Blades, cutter bit, steel, specification— 549 

Blank forms, see Forms, blanks, etc. 


EAS COSTE Weert eeentinde 688 

Blue crab, frozen, chemistry of texture 
changes in meat....._...._-- 590 

Blyn, Wash., aircraft accident... _~ 259 


Boats, see Tugboats. 
Bombing (aerial) : 
radar, map matching method. __._ 116 
Bombing airplanes, see Airplanes. 
Bonds, see Bonds of United States— 
also names of towns, etc., issu- 


ing bonds. 
Bonds of United States, 3% percent 
treasury bonds, 1974......-- 951 
Books: 
copyrighted, catalog of copyright 
Cass Mai ethitobitenclticte 861 
Federal supply schedule___._.. 575 


Boring machinery, see Drills (tools). 
Bottles, weighing, with stoppers, 

CR ceacdneeseontan 542 
Boundary layer: 


blowing air through porous fiat 
plate into airstream, effect._-_ 770 
calculation with heat transfer and 
arbitrary pressure gradient__— 786 


laminar, with heat transfer on cone 
at angle of attack in supersonic 
Sent creeecterensnencnertieearentice 785 
laminar, transitional, turbulent, on 
sphere at Mach numbers 2.00 
and 4.15, heat transfer and re- 


covery temperatures__.___~-~- 779 
transition— 
at supersonic speeds, effects of 
Ee lA OE Ak A 764 
on hollow + (maou at Mach num- 
a a a 765 


wing sections, laminar viscous flow, 

over surfaces with ejection or 

suction velocity and friction 
characteristics_............. 777 

Boy Scouts of America, Middle Ten- 

nessee Council, Inc., land con- 


veyance, report.._.....-...-- 351 
Brachiopods : 
Permian, from central Oregon__.. 907 
Tertiary and Pleistocene, Okinawa, 
Ryukyu Islands__........ Dead 650 
Brass: 
naval— 
plate, rolled bar, etc. specifica- 
tion cancellation._........~- 560 
rods, bars, etc., specification can- 
GR ikiscivtttmnedaimnind 559 





Entry 
Breakwaters, floating, triple-bulkhead 
type, model tests....-....... 494 
Breathing apparatus, respirator, air 
filtering, specification_......- 430 


British Isles, see Great Britain. 
Brittle fracture, mild steel tension 
CS |, aS aS aes 895 
Broadcloth, wool, specification._.... 375 
Brookville, Pa. : 
flood protection, engineer report— 


departmental edition.._......~. 489 
document edition........-..-~~ 305 
Brown, Constantine, statement... _ 339 
Browns Bank, haddock, growth rate. 596 
BSA, see Boy Scouts of America. 
BORED COCO cdutthtdbiecindistomancicibn ites 184-186 


Buckeye, Ohio, silvical characteris- 


tics 
Buffalo, N. ¥.: 
communist activities in area, in- 
vestigation, hearings... 340 
communist propaganda, hearings _- 342 
3uffalo bugs, see Carpet bugs. 
Building materials and structures re- 
rae ae ae een 795 
Bulletins, see Farmers’ bulletins— 
also names of departments, 
ete., issuing bulletins—also 


subjects. 
Burma, economic cooperation agree- 
See i ks, 4) ee ere a 931 
Business : 
business service bulletins.______~ 184-186 
central business districts, retail 
sales, geographic shifts in 
growth, summary... _-__--- 135 
establishing in Israel... ~~~ il 614 


small business— 
Atomic Energy Commission pro- 
curement, case study, report - 322 
distribution research, activities 
and services of Federal govern- 


ee eee REE AR Bet oR 183 
financing problems, hearings__-—-~ 337 
Cele es  rieardtencsimeventenis 77 
tax problems, hearings... — 359 
Lb ed 902 

small marketers aids_.._.._...-.._ 901 
U. S. trade publications exhibited 
abroad, mutual value______._ 611 
Business and Defense Services Ad- 
ministration : 
hE a Ail a ah A 184-186 
he Rd Pele Rd oo Leelee 187 


Susiness consolidations, trucking mer- 
gers, concentration, small busi- 


ness, ICC policy, hearings._.-— 360 
Cc 
C. A. A., see Civil Aeronautics Admin- 
istration. 


c. Cc. L., see Coating and Chemical 
Laboratory. 


©. BP. Qtek isittb on ciihidinnaos 581-584 

CAA, see Civil Aeronautics Admin- 
istration. 

CAA GET qcqccéibcadtnindttinens 247 


CAB, see Civil Aeronautics Board. 
Cables, see Electric cables. 


Cadmium : 
9 ——————————E—EeEY 743 
minerals yearbook chapter._.._.- 717 

Calculating machines, facts for in- 

a wise mnenibo 236 

California : 
national electric rate book......~- 518 
fuel adjustment data... ~~ 530 


Callinectes sapidus, see Blue crabs. 

Calvert Cliffs, see Cliffs of Calvert. 

Calyx No. 3 Mine, uranium mining 
methods and costs.......~-. 4 725 
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Calyx No. 8 Mine, uranium mining 
methods and costs_____.---_- 
Cambodia, aerial mapping, agreement_ 

Canada : 
labor offices, directory_..-..~. ~~~ 
unemployment insurance for em- 
ay ew of U. S. armed services 





INDEX 


Entry 


725 
930 


687 


‘anada, agreement___- ~~~ 933 

Canal Zone, Federal wage and hour 
law, general information___- 956 

Canisters (military): 

smoke, for chemical shell, specifi- 

GRIGIO cccemnidticcinnetibtities 380 

Canned foods, see names or classes of 
foods canned. 

Cans, ash and garbage, corrugated, 
taper-side, zine-coated, and 
covers, specification _......-. 562 

Capacitors : 

by-pass, paper dielectric, ac and 
adc— 
general, specification __......- 389 
style CA 47, specification__....— 388 
styles CA 82, CA 33, CA 34, 
specification PE eae aa 386 
styles CA 36, CA 37, CA 38, 

specification hahah attieeenntthlienantiitts 387 
fixed, paper dielectric, direct-cur- 

rent, high reliability, ete, 

SPORE cummcggwdaiiienion 390 
paper dielectric, metallic cases, 

ete., specification._........-- 385 

Cape Cod Canal: 

East Boat basin, improvement, en- 
gineer report— 
departmental edition _........- 481 
document edition _.....-...... 307 

Careers, see Civil service. 

Carload waybill statistics, see Rail- 
roads. 

Carlsbad, N. Mex 
Pecos River flood control, engineer 
report 
departmental edition _........- 490 
document edition.___....--.--- 319 

Carpet beetles, description, control 
and prevention Es CEE 80 

Carriers, transport statistics report, 
ca ee ee rR 686 

Cartridges, steel casings, static elec- 
trification with dielectric coat- 
ings and MK 47 electric 
i iicineicscninicuivesesimiienditnienenien 834 

Carver, George Washington, National 
Monument, see George Wasb- 
ington Carver National Monu- 
ment. 

Castings, sand, aluminum alloy, speci- 
et ae sae 558 

Catalogs: 

Army service schools, course of- 

EE Eee 146 
copyright o* See aon ean 361 
technical reports, CTR series_____ 187 

Cathode rays, oscilloscope, commer- 
cial type, specification__.__-_ 256 

CCL, see Coating and Chemical 
Laboratory. 

Cemeteries, see names of cemeteries 
or places where located. 

Census, see subjects. 

Census Bureau: 

RE A ae 239 
special censuses, Apr. 1—June 30, 

ae, ERE 2 Sa 221 

Central America, shrimp fisheries sur- 
| Or SR os Aone a 602 

Central States Forest Experiment 
Station, miscellaneous re- 
SS a ay aes eee 6382-633 

Central Valley project, history and 


eee 
Certificate of indebtedness, see Treas- 
ury certificates of indebtedness. 
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Entry 
Certificates, see types of certificates 
or subjects involved. 
Chains, holdfast, complete with 
pickets, specification... 405 
Chargers, see Electrostatics. 
Chart your future as astronomer in 
science laboratories of Fed- 
Gee ae aee 270 
Charts, see Maps and charts. 
Chatham, Mass. : 
beach erosion control study, engi- 
neer report— 
departmental edition__._. ~~~ 479 
document edition._____.._----_-_ 306 
Chemical analysis, see names of sub- 
stances analyzed. 
Chemicals, see Petrochemicals. 
Chemicals and Plastics Division, 
ee , 863 
Chemistry, analytical, ORNL master 
manual of methods__________ 177 
Chicago, Ml. : 
food stores, wage factor in retail- 
if a ee 89 
marketing charges for California 
potatoes, 1956 season_______-_ 88 
Chickens, NPIP hatchery supply 
flocks and their distribution by 
yp a RR cell 57 
Chickweed, control in alfalfa_____-- 101 
Child development, see Children. 
Child health, see ildren. 
Child life, see Children. 
Child study, see Children. 
Children : 
Araucanian child life__.....-..-. 905 
research i ae studies in 
BOGEN pctiencadcashbiogsdno 245 
echeal, natural resources conserva- 
tion education._._._.....____ 472 
Children’s Bureau, publication series_ 244 
China, insured parcel post, agree- 
ment 937 
Chlorides, thermochemical properties_ 163 
Chromic acid, films adsorbed on phos- 
phate coatings, effect of cor- 
rosion preventives__........ 854 
Cicadellidae, see Leafho be 
Cigarettes, filter-tip, misbranding, 
Ces Beno cdkatititen 331 
Circulars, see names of departments, 
ete., issuing circulars—also 
subjects. 
Cities and towns: 
Federal assistance to labor surplus 
areas, report 326 
metropolitan areas— 
map, census of manufactures, 
1954 195 
retail sales, geographic shifts in 
growth, summary. .__-...... 135 
see alo Redevelopment (city plan- 
etc.) 
Citizens, "Batted States, abroad, in- 
kk ee 678 
Citrus fruit, production, use, value by 
States, 1955-57.......-.--.. 35 
Civil aeronautics, see Aeronautics. 
Civil Aeronautics Administration : 
civil aeronautics manuals... - 248-249 
history, functions, ete___.....---~- 247 
quality control digest._........-.. 251 
eee OS ee eee 252-258 
Civil Aeronautics Board: 
civil air regulations, amendment_-_ 262 
right of congressional access to 
files and records, hearing. -_-~- 335 
Civil air regulations, see Aeronautics. 
Civil aviation, see Aeronautics. 
Civil defense, see Civilian defense. 
886 Civil engineering, student trainee, ex- 
amination announcement, dis- 
continuance notice__..____-~ 276 
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Entry 
Civil service : 
act of 1883, 75th anniversary ob- 

SGD Manno cceeabons 280 
career opportunities offered through 

Federal service entrance ex- 

TT 281 
examination announcement— 

agricultural research scientists__ 264 
Pee ere 270 
citi aii immensity 271 
clinical social worker... ~~~ 267 
correctional officer__..._.._-_~ 273 
CE ctntinsmeetrrrtinnt 274-275 
engineers, discontinuance notice— 276 
entrance examination for oppor- 
tunity for career in Federal 
| EE 263 
landscape architect._........-- 268 
ee discontinuance e717 
EER Teseeeaeosoaneee af 
offset duplicating operator... 278 
professional nurse, foreign coun- 

tt thant epinniindingiimmmns 266 

savings and loan examiner_._-~- 272 
student trainee— 

civil engineering, discontinu- 

gf Cee eae 276 
a eae 283 
various optional fields... _- 265 

ll EEE GS TTT 282 
telephone operations and loans, 

field representative.__.._..___ 269 

telephone specialist._....... ~ 269 
Federal personnel manual, guide 
ff * == Sr 279 
Civil Service Commission, pamphlet_ 281 
Civilian defense : 
progress in FCDA programs ___ ~~ 508 
rescue skills and techniques_____-— 509 
Civilians, civilian personnel pamphlet— 144 
Claims, war damage claims, agree- 
8 YD reer 92e 
Classification tests, see Aptitude 
tests—Prediction (psychol- 
ogy). 
Cleaners (mechanical) : 
tube and flue, for boiler interiors, 
SGIRIEEIOR....ccqectttgiinese 444 
Clerks, see Editorial clerks—Statis- 
tical clerks—Supply clerks— 
Traffic clerks. 
Cliffs of Calvert, Miocene porpoises__ 804 
Cloth, see names of textiles. 
Clothes moths, description, control 
and prevention___..._.--_-~_- 80 
Clothing : 
facts for industry, 1956_.__.___-- 231 
frock, man’s, clinic and laboratory, 

officers’, specification__._____-_ 400 
see also names or types of clothing. 

Clouds, droplets, experimental im- 

— on 4 bodies of revo- 

| ees PEO PR Re ees eer 776 
Coal: 
gasification, underground, Gorgas, 

Ala., field-scale experiments_-__ 752 
resources of Oklahoma____..-__-~ 642 
see also Lignite. 

Coal mines and mining : 
anthracite, flood prevention and 

control, Pennsylvania______-~~ 715 
bituminous coal and lignite, thick- 

~~ a ae 726 
strip, thickness of overburden__-~- 726 

Coast and Geodetic Survey : 
journal, sesquicentennial issue____ 285 
magnetograms MHYV series. ~~ 286 -287 
report, 1956_ Se Ae 284 
Coast Guard Academy, New London, 
officers candidate program__-_-_ 289 
Coatesville, Pa., railroad accident... 685 





Entry 

Coating and Chemical Laboratory, re- 
DOGG, ccbtbbiemeteammome 848 -849 

Coating materials: 

detection of resins.__...........-.- 849 

identification of nitrogen, phos- 
phorus silicon and titanium —_ 848 

organic, for covering shafts, etc., 
| ee ai 892 
petroleum base, rust preventive__ 902 


see also Polyethylene. 
Coats, women’s and misses’, wage 
NE SE EG ie Tee 688 
Coaxial cables, see Electric cables. 
ae lighting, see Lights and light- 


ng. 
Cockroaches, medical and veterinary 


SRURRGR ict necanceodinn 906 
Cocoa, basic information sources... 184 
Code of U. 8. fighting men_.__-___ 140 
Codes of law, Virgin Islands, 1957___ 945 
Coffee, basic information sources... 184 
Gollective bargaining : 

GOCOOIRGE thin ct nwhdiwiinn 695 
— and insurance plans, analy- 
sis— 
departmental edition.......... 689 
document edition..........-- - 820 
College Magnetic Observatory, mag- 
netograms and hourly values_- 286 
Colleges and universities : 
science and mathematics institutes_ 817 
State legislation, survey_.....__ 461 
students, financial assistance... _- 4638 
Colorado : 
agriculturai conservation hand- 
eas aera. ee 17 
chestses 0000 BOE Rccemcmntcuecaase 519 
fuel adjustment data_______-_- 531 
Columbia, 8S. C., food stores, wage fac- 

tor in retailing ra 89 
Columbia-Geneva Steel Co., aircraft 

ee eee ae 261 
Combat : 

personnel classification validation 

of potential predictors.__.__- 2, 4-8 

predictors for longitudinal valida- 

Se, Se iecnendtmntae 1 
Commerce : 

foreign agricultural trade, 1956—57, 
ES REE ORLY cae s eae 607 
foreign trade— 
recent developments____..... ~~ 625 
role in U. 8. economy___..-_____- 624 
U. 8S. trade publications exhibited 
abroad, mutual value_______- 611 
waterborne— 
calendar year, 1955.....---- - 500-503 
calendar year, 1956_....__ ~~ 504-506 
national summaries____... ~~ 503 
world trade information service— 
economic reports_........... 613-614 
operations reports_.......~- 615-622 
statistical reports... -~. 623-631 
world trade review, Oct. 1957 ~~~ 628 
Commercial banks, see Banks and 
banking. 
Commercial fisheries, see Fish and 
fisheries. 
see also Exports—also certain head- 

ings beginning Commercial— 

also names of countries or 

places. 

Commercial products : 
durable goods, consumer survey, 

eRe ic sede 541 

export, statistical classification, 

Sit |i. acoiemnnaraiane 239 

merchandise inventories, retail 

trade report, 1956_.._.._-_._- 190 
Commissaries, authorized subsistence 

articles for issue and sale, 

eS ae ey ot ae 145 
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Commission on Organization of Ex- 
ecutive Branch of the Govern- 
ment, see Organization of Ex- 
ecutive Branch of the Govern- 
ment Commission, 1953-55. 

Commodities, see Agricultural prod- 
ucts. 

Communicable Disease Center, organi- 
zation and activities.____. ~~ 

Communicable diseases, see Contagion 
and contagious diseases. 

Communications : 

equipment, facts for industry, 1956 


INDEX 


Entry 


9°90 


1 
| 


Consumers : 
financial position, 1957 survey. 
| housing and durable goods, 195 


wre... . iio 
price index, mortgage interest T: ites, 

} OT ibd ninth mie cee 

| Consumers’ cooperatives, see Coopera 

| tives. 


| Contagion and contagious diseases, 
} control problems, measures, 
| Tl . i a Te 
Containers, milk, insect infestation, 

packaging temperature, effect— 
Contracts, see Government contracts. 





facilities, communist penetration, | Gooperathons* 
Som — hearings 341 Japan, agricultural trade with. ~~ 
o 4 8 > | . 4 " ¥ ’ 
= ge . : p producers’, in Soviet Union_— 
Buffalo, N. Y., area, investigation, J Copper, compounds, tabulation, bibli 
hearings 340 | ography, and structure 
campaign for abolition of Un-Amer- Cc pee “atalo of copyright en- 
ican Activities Committee, etc., we me en ae 
7 re Civi — 2 OH } ; --~- 
rege A ‘on Liberties Com 242 Copyright Office, circular 
-) » » . am 4 - 
communications facilities penetra- Cor ul, see Rubber. 
tion, investigation, hearings 841 | Core mate rials: ‘ - 
ideological fallacies an 4 838 | aluminum, sandwich construction, 
international, present posture of specification _ = 
free world consultation 8389 | sandwich, types used in aireraft 
Mid-South, area investigation, hear- | test methods, military stand- 
ings I57 ard. ime dbbiienbdt sie 
propaganda in I nited ‘States, inves | Cores (magnetic) : 
tigation, hearings... ~~ 342 | thermal properties, analysis____-—- 
Companies, industrial, commercial, | Corn, rolled-towel seed tester 
etc., directors interlocking | Corporations : 
with those of financial compa | income tax returns, statistics 
nies, report ai , 323 supervised by FCA, audit report, 
Compensation, see Employers’ liabil 1956 iSavyeed. 
ity and workmen's compensa Correctional officers, examination an- 
tion. eo ge OS ee 
Compounds, see names or classes of Corrosion and anticorrosives : F 
compounds or purpose for corrosion inhibitors, + ore 
which used cancellation —- a 
Compressible flow, see Flow. petroleum base rust, preventive 
Compressors, Federal item identifi , coatings - Te ne rte 
eation guides for supply cata ae a? effect on ¢ on a ws 
loging rts a at TI fi “~ adsorbed on phosphate 
Compton effect, quautum theory of Coatings ee 
radiant energy as rss, 167 | Cost moe ont, machinery costs that 
Com » machines ‘alculating cut profits_____--- 
omputing mac hines, see Calculating see alao names of cor nmodities, e. g. 
machines. Food 
Cc ‘ord, Calif., ulati speci: | . ‘ 
a f population, special oon Cost and standard of living : 
. ee rans?) te conditions in Italy__._-- ho woe 
Conduct of life, code of U. 8S. fighting | farm families, references_ Sintbinee 
men . . Lume 140 | Pre wiser 
Cones, laminar boundary ‘layer with a oe . . 5 
heat transfer at angle of at cloth, sateen, carded, apectfcation. 
tack 785 fiber and pre oo test results, 
: : coniapinmeeense ase naae ~  e atte 1957 crop, supplements__-. 
Conferences, congresses, ete., Dairy quality. , st te tics, ‘ Pinited States 
programs round table presenta ace 1956-57 ’ 
tions 6° ‘ TT eee 
+ = wov goods finished, 1956, facts for 
Congress of United States, congres- " ye _ > —_ . 
sional record, 85th Cong., Ist sce also names of manufactured 
: sess., bound volume 294 articles and materials. 
( ongressional record, see Congress of Cotton cloth, see Cotton 
. wens see i Counters, see Geiger Muller Counters. 
Congressional serial set 296-297 ‘ : . 
’ : Country life: 
Connecticut : better living, cooperation in rural 
agricultural conservation hand areas (address notes) -—- 
hook rs a - - 18 socio-economic factors, selected ref- 
Sangatuck River to Byram River, erences__. oe Se eee ee 
beach erosion control, engineer : 
: Couplers (directional) 
report a ail wie coaxial and waveguide, specifica- 
departmental edition ia tion . « ~~ ‘= ere 
ocument editio - Court of Claims, instructions to re- 
docum rw titi n 10 lai 1 t i t 
Connectors (electric) : porters— = hand 
AN type, specification __- 382 | Court of Customs and Patent Appeals : 
Conscription, selective service opera cases adjudged— 
tion - — S93 CRORES CIEE. cocmmtiaibbniodies 
Conservation, seé¢ subjec ts. patent cases_.-_-~.-.--------- 
Conservation information, SCS-—CI se Court reporters, see Reporters and re 
| I I 
ries ‘ 912 porting. 
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Crab meat, frozen blue crab, chemistry 
of texture changes... ~~ 
Crabs, see Blue crabs—King crabs. 
Crates, wood, intermediate, sheathed, 
nailed, specification cancella- 
Credit : 
laws governing, revise— 
comparison of bill with existing 


Entry 
590 


381 


RR, BARE a 327 
summary of amendments.______ 328 
small business financing problems, 
IT siacrt i certectiensniccanantnenieaactne 337 
see also Loans. 
Creep of metals: 
aluminum alloy plates at elevated 
QSERNRNNNCS <ntceqcccananes 778 
creep-rupture properties— 
HS-—31 alloy, overheating effect__ 774 
S-—816 alloy at 1500° » over- 
<< * aaa 772 
deformation patterns of joints un- 
der bearing and tensile loads_- 782 
nichrome, temperature and stress 
dependence of atmosphere ef 
BOER, ER cdsendatiobiecbinttinntdeb 837 
nickel, in air and in vacuum, com- 
ES ert 836 
Crops: 
crops and markets___..-....--... 38 
future research (talk)......~~... 59 
reports, content and dates of re 
MOG, Beeecendesondéetiinaot 37 
Crow Creek, ground water in area___ 653 
Crushed stone, see Stone. 
Cryolite, minerals yearbook chapter__ 718 
oy a ee 187 
Culicoides, see Flies. 
Culture, Araucanian child life__.._-_ 905 
Curriculum, enginee ring, accredited by 
Engineers’ Council for Profes- 
sional Development... ~~ 473 
Customs, see Tariff. 
Cylinders, circular, panel flutter and 
ye eee ‘ 760 
D 
Dairy industry, see Dairying. 
Dairy products, market statistics, 
Teh, SG. .cesccenntitélns 96 
Dairying : 
industry—— 
Australia’s competitive aspects. 604 
New Zealand’s competitive as- 
WOOT cncntitbhdini atin comndeiaid 605 
outlines of presentations at dairy 
programs round table... ~~ 62 
see also Dairy products. 
Dams, see names of dams or bodies of 
water. 
Davis Dam, general information__-_~- 887 
Davis Dam power plant, general in- 
al eal ah AED AE le 887 
Death, infants, neonatal, by birth 
weight, reporting areas, 1952-— 
Mr SABO ee BEE 808 
see also Vital statistics. 
Debt, State and local government___- 192 
Decisions, see names of courts, etc., 
rendering decisions—also sub- 
jects. 
Decorations of honor: 
pO a 143 
illustrations, Army regs__________ 143 
Defense, see Civilian defense. 
Defense Department : 
cataloging handbook H series__.. 369-372 
DED Pamper. «cesmsatenns 139-140 
engineering and scientific manpower 
utilization, hearings.._..... 836 
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Entry 

Defense Department—Continued 

history, organization, ete......  _- 139 

military standards_____...-._.. 452-454 

standardization manual M (series) - 457 

Defense facilities, see Plants (indus- 
trial). 

Defense Minerals Exploration Admin- 
istration, exploration program, 
questions and answers... ~ 459 

Delaware: 

agricultural conservation hand- ‘ 

POS Bae ii es 9 

Kitts Hummock to Fenwick Island, 
beach erosion control, engineer 
report— 

departmental edition... ~ 480 
document edition.__........... 317 

Delaware Bay vicinity, survey of 
COGER TRB ditwddcdns nue 598 

Demand, see Supply and demand. 

Denim, cotton, for upholstery, specifi- 
ich chitiioctivbipetibiituh une 393 

Dentistry, see Teeth. 

Detonations, nuclear, biological ef- 
fects of pressure phenomena 
inside protective shelters_____ 180 

Detroit, Mich., labor or management 
field, improper activities in- 
vestigation, hearings... _. 354 

Development report, Air Force Per- 
sonnel and Training Research 
| SS as Oe See 115-116 

Dextrin, technical, specification.__._ 395 

Diatomaceous earth, production and 
— TT }  . See 740 

Diatomite, see Diatomaceous earth. 

Dielectrics, polyethylene material, 

+ tore mage Pere ie 394 

Diet, adequate, facts for nutrition 
education programs___.....~. 81 

Differential pressure switches, see 
Slectric switchgear. 

Digests, see subjects. 

Dimension stone, see Stone. 

Dinosaur National Monument, general 
oo ee ee ee 809 

Diptera, see Flies. 

Directories : 

Health, Education and Welfare De- 
partment, regional office, pro- 
fessional and administrative 
NS Eg NO 655 

labor offices in United States and 
CSTE... onissineeneianeieeentaee> 687 

pest C6nces......-<eetrtéone on 857 

by States and counties.__...-~~ 858 

Disability insurance, if you are dis- 
abled, social security benefits- 845 

Disabled, see Disability insurance. 

Disarmament : 

background series___._.-------- 862-865 

roblems (statement) _....-..---~ 862 

Inited States proposals_____—_- 867 

Disarmament Commission, see U nited 
Nations. 

Disbursing officers, Navy disbursing 
system, comptroller manua!___ 842 

Disbursing offices, Navy disbursing 
system, comptroller manual__ 842 


Diseases : 
trends, review and study_.______---_ 879 
see also Diseases of plants—also 
names or classes of diseases. 
Diseases of animals, see names of dis- 
eases or animals affected. 
Diseases of aan : 
new and important occurrences and 
developments in United States, 
ra eames hi tee — to mel at 63 
plant disease reporter supplement__ 63 
see also names of diseases or plants 
affected. 
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Entry 

District of Columbia : 
electric rate book............---- 522 
fuel adjustment data........--~ 534 


obstetric and related data recorded 
on vital and hospital records, 
1952, evaluation..........-. 806 
Distribution (economics) : 
research, activities and services of 
ederal government, summary 


report iit 
DMBA, see Defense Minerals Explora- 
tion Administration. 
, see Defense Department. 
a ey bonds, agreement and protocol 
acces 918 
Down-to-earth roading. | 870 
Drafting, see Mechanical drawing. 
Draftsmen, apprenticeship and train- 
SRO Gin cecncase ne 134 
Drag (aircraft) : 
ogive-cylinder body with and with- 
out boattail, effects on sting- 
support interference.___.___- 768 
Drawings, reference, Federal item 
identification guides for supply 
Ne ee 870-372 
Dried milk, see Milk. 
Drilling machinery, see Drills (tools). 
Drills (tools) : 
pneumatic portable, and wood 
borer, specification___...___. 550 
Drops, see Clouds. 
Drugs, see Weight reducing prepara- 
tions. 


183 





Dunes, formations and stabilization by 


vegetation and plantings... 496 
Du Noir River, geology of area___-... 648 
Durable goods, see Commercial prod- 

ucts. 


Dust, control, use of lignin sulfonate 
on haulage roads in arid 
NE A 721 

Dust respirators, see Breathing ap- 
paratus. 

Duties, see Tariff. 


Eagle Creek Intercommunity Water 
Supply Association, right-of- 
way conveyance over lands in 
Lincoln National Forest, re- 
i Racictucianmninauavengunendtaniees 350 
Ear phones, see Headsets. 
Earnings, see Salaries. 
Earphones, see Headsets. 


Earth sciences, see Geophysics. 
Earthquakes, United States, 1955_.-_- 288 
East (Far Hast) : 

DOE Bee BENEB eo cen cnnnccunn 914 
East (Middle East) : 

Near and Middle Eastern series___ 916 
East (Near East) : 

Near and Middle Eastern series__-_ 916 


Eastern Utilization Research and De- 
velopment Division, publica- 
tions and patents, list, supple- 
pe AR et AS al 58 

Leonomic assistance, see Foreign aid. 

Economic conditions : 

Federal assistance to labor surplus 
Sit a Rl 826 
an —— Saneunte of United States, 


SASL EI 806 
stabiliontion effects of automation, 

IIT cicctnaiieniaetieihaiminiac iene 299 
United States economy, role of for- 

0, 0 See 624 


world trade information service. 613-614 
see also names of countries, States, 
etc. 





Entry 


Economic cooperation, see Foreign 
aid—aleo names of countries 
with which agreements are 
made. 

sua development, see Foreign 


Economie ‘Joint Committee, hearings, 
a) A ch atta 299-301 
mosneen of nuclear power, litera- 
See Cte meme 
Ecuador, surplus agricultural com- 


modities agreement... ~ 922 
Editorial clerks, examination an- 
Ry ia 271 
Education : 
beyond high school, President’s 
Committee report, summary_-_ 868 
GGBGREIOR GUL... .ccdcenconee 462 
over crowded facilities, shortened 
"Ea 471 
programs, television use_._..____- 460 
research relating to children, stud- 
fee eee 245 
selected references__......._.___ 470 
workers attainment._..__.___-_~- 208 


see also Audio-visual education— 
Colleges and  universities— 
Elementary education—Mili- 
tary education—Vocational ed- 
ucation—dalso subjects taught. 
a. - and Labor Committee, 


— SS ee ea 329 
Education office : 
bulletin 1957 series._............ 460 
Ge eniiucmanadntiinermnens 461 
RSG, BOUE.. concachensncone 465 
CIEE a06ctsenarnnewegennnnenins 467 


a, audiovisual education, 


Educational institutions, see Colleges 
and universities. 
Educators, see Teachers. 


ees: 

location of production, factors af- 
fecting (address)_....______ 45 

plants operating under iy d 


roducts inspection and grad- 
ng programs, list, supp.__-_~_- 29 

whole, frozen, table grade, specifi- 
Ree ees eae 398 

El Cajon, Calif., population, special 
BRGAUsticccdccacbabitmasene 215 


Electric apparatus and appliances, 
see names of certain apparatus 
or appliance. 

Electric cables, radio frequency, co- 
axial, specification__....... 374 

Electric connectors, see Connectors 
(electric). 

Electric energy, see Electricity. 

Electric farming, see Electricity. 

Electric heating, houses........... 890 

Electric materials, see Plastics. 

Electric power, see Electricity. 

Electric power distribution, see Elec- 
tricity. 

Electric railroads, transport statistics 
| 6 686 

Electric resistors : 

current-regulating, ballast tubes, 


etc.— 
epecinentiens.............<..--- 418-429 
hybrid unit, ILS, CAA specification_ 252 
variable, composition, specification_ 416 


Electric switches, see Electric switch- 


gear. 
Electric switchgear, differential pres- 
sure switches, specification 
ennesetieR...cnccabcdncscee 437 
Electric transformers : 
hybrid unit, ILS, CAA specification. 252 
laminated iron-core, specification__ 255 
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Entry 
Electric utilities, statistics, 1956, A 
and B privately owned com- 
ee ee ae eae 
Electric wire and wiring : 
aircraft, installation practice hand- 
Os I eck ee ee 
instrument test leads, specification_ 
Electric wiring, see Electric wire and 


wiring. 

Electrical, see headings 

Dle=tric. 

Electricity : 

electric energy consumed, census of 
manufactures, 1954________-- 
national electric rate book. ____—~— 
fuel adjustment data- 
power, tax writeoffs used as Gov- 
ernment subsidy to create mo- 


516 


beginning 


nopoly control, investigation, 
hearing. .......~ ~ 355 
purchased by major industry “group, 
and by State_____ 191 
rural, power requirements | for farms 
fo 7 eae 889 
see also headings beginning Elec- 
tric and electro. 
Electrodes, welding covered, etc., 
NE Eines cha TaD 396 
Electron tubes, see Vacuum tubes. 
Electronic equipment : 
reliability design handbook. __-~~ 888 
trouble shooting, flight line trainer 
for complex system____-. ~~ 115 
see also special types of equipment. 
Electronics : 
basic research, report._.....---.- 368 
power equipment maintenance 
course, Army, prediction of 
CGS cctttbcocitivcinsiinennntiaié 10 
Hlectronics, self-focusing streams, 
production in closed loop, re- 
vised proposal_______~_- _ 831 
Electrostatic chargers, see Electro- 
statics. 
Electrostatics, generation, measure- 
CRO 6 cited enmcemontivnaonied 834 
Elementary education : 
related references and briefs____-~- 470 
science, experimenting_......_-~~- 462 
Elkhern River, ground-water re- 
sources, reconnaissance of ba- 
sin above Pilger, Nebr... ~~~ 652 
El Monte, Calif., population, special 
ninartntndincinceitiiiiadcs 219 
i. Se a 483-484 
Kmergency Civil Liberties ‘Committee, 
operation abolition... .-.- 343 
Emery County, Utah, Calyx nos. 3 and 
8 mines, uranium mining meth- 
RECESS et Re 725 


Employee benefit plans, Federal Gov- 
ernment plans (address)-—_.-~- 691 

Employee pensions, see Pensions. 

Employee training, see Apprentices. 

Kmployees, foundry industry, skill re- 


quirements and training needs_ 693 
Employers’ liability and workmen's 
compensation : 
Federal work injuries, 1956, Fed- 
eral employees’ compensation 
ceeds eathcatintntctinmdpehtceataiaiinntihid 474 
State workmen’s compensation, leg- 
Se . Sint endbadtndnimee 700 
Employment : 
employment and earnings, BLS sur 
| | ee ee 690 
holiday work for high-schoolers_-—_ 955 
manual of interviewing__....---~-~ 839 


manufactures, census, 1954, subject 
bulletin, revised...........<...- 199 
see also Labor. 
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Entry 
Engineering : 
equipment and automotive mainte 
nance courses, Army, predic 
tion of success__......... 9 
see also Civil engineering -~Mineral 
engineering. 
Engineering schools, undergraduate 
CETEES cciwevceccssccanecse 473 
Engineers : 
combat, personnel classification, va- 
lidity and test selection results 
060 OE ctidatbhinatdiiis 7 
examination announcement, discon- 
tiewames Setten........«...5-- 276 
manpower, development, views and 
CRO, Sis cite cain donne 819 
manpower utilization in Federal 
Government, hearings____~~ 336 
Engineers Corps, Army, manual___ 483-484 
Engines, and components, Federal 
item identification guides for 
supply cataloging.......~- i70 
English Channel, lights and fog sig- 
ge ES tal a ce 663 
English language, Puerto Ricans, eval- 
uation of English fluency bat 
ER Ce Re ts Se 12 
Env elopes, Federal supply schedule__ 573 
Epileptics, patients in public institu- 
ETS. 800 
Equal job opportunity, annual report- 861 
Equipment, see Handling equipment. 
Estate tax, see Inheritance and trans 
fer tax. 
Ethers, bismuth nitrate distribution 
ee eee ee 171 
Europe, west coast, lights and fog sig- 
OO cicibadtdtitedictibeniienenne 662 
Examinations, see Civil service—also 
type or subject of examina- 
tions. 
Exchanges, see Foreign exchanges. 
Exchanges (international), see Inter- 
national exchanges. 
Executive departments, see Govern 
ment supplies. 
Executives, development techniques, 
ete., improve management 
functions, civilian personnel 
| TT eS Tae 144 
Expenditures, farm family living, se- 
lected references... _-_- 94 
Experiment stations, see names of 
stations, 
Explosions, see Atomic bombs. 
Explosives, industrial, consumption in 
tind cttidttettidtiatiiialais 742 
Export control act of 1949, see Ex- 
ports. 
Exports: 
control, quarterly report. __~- 290 
statistical classification, schedule 
Oe te Seki dis ecknlditecddtalvalinn times 239 
Fr 
F. C. D. A., see Federal Civil Defense 
Administration. 
F. P. C., see Federal Power Commis- 
sion. 
BD. C,. Bi GeitGisntewcnctniswestoe 516 
Facts for industry (Census Bu- 
SE ctatiticcncmensetmine 231-288 
Fairs : 
international trade, U. 8. publica- 
tions —-_ poutees value. 611 
trade fairs abroad, U. 8. business 
DOTTIE. ice ennmncemecce 612 
Fallout, see Radioactivity. 
Families: 
farm, levels of living, selected ref- 
CUURGES cbtiteitieseodanes 94 
Page 75 























Families—-Continued 
research programs related to home 
and family in Department of 
Health, Education, and Wel- 
fare ._~- Spe eee eee ee 

Far East, see Fast (Far East). 

Farm-City Week, motion pictures list_ 

Farm Credit Administration, corpora- 
tions, audit report, 1956  --- 

Farm equipment, see Farm imple- 
ments and machinery. 

Farm families, see Families. 

Farm implements and machinery, 
ownership and operating costs, 
profits by cutting.__........ 

Farm income, see Income. 

Farm labor, social security retire- 
EE rene 

Farm loans, see Agricultural credit. 

Farm machinery, see Farm imple- 
ments and machinery. 

Farm management, see Farms. 

Farm mortgages, see Mortgages. 

Farm products, see Agricultural 
products. 

Farm-retail spreads for food products, 
costs, prices_ ‘ i 

Farmer Cooperative Service, “ge »neral 
SEES ceatiiasceccatbanrese 

Farmers: 

farm and city people (notes used 

Bi ID detatilnteniadtninainigs 
production expenses, 1949-56 
social security retirement test___-— 
CAE. GB iitcuttenneaetienoumain: 

Farmers’ bulletins * 

Farming, see Stubble- mulch ‘farming. 

Farms: 

profits, improvement by cutting 
machinery costs- 

real estate market, current de velop- 
ments. ereptaqneen(n eepupenesgs 

see also Elec tricity. 

Fats, solubility, prediction aids re- 
search on utilization... ~ 

FCA, see Farm Credit Administration. 

FCDA, see Federal Civil Defense Ad- 
ministration. 

Fecundity of Pacific sardine, sar- 
dinops caerulea eparbiddntee 

Federal aid, see Grants-in-aid. 

Federal Bureau of Investigation, abo- 
lition, Emergency Civil Liber- 
ties Committee campaign 

Federal Civil Defense Administration : 

annual statistical report, 1957 
technical manual_—- 

Federal civil service, see C ivil | service. 

Federal Communications Commission, 
rules and regulations_— ois 

Federal credit unions: 

laws governing, revise 
comparison of bill with existing 
| 
summary of amendme nts 
Federal Deposit Insurance Corpora- 
tion: 
laws governing, revise 
comparison of bill with existing 
law = re 
summary of amendments 
FONSTC CERN. otic nc detiowewows 

Federal employees, see ‘Government 
officials and employees. 

federal employees compensation act 
see Employer's liability and 
workmen’s compensation. 

lederal Home Loan Bank Board: 
laws governing, revise— 





comparison of bill with existing 


law a =: ie 
summary of amendments Ribeiaiinen 


vv 











INDEX 


| Entry 
Federal Home Loan Bank Board— 
Continued 
savings and loan examiner, ex- 
amination announcement__-_-—- 2 
Federal item identification guides for 
supply cataloging, cataloging 


handbooks_— ~~ . 870-372 
Federal lands, see Public lands. 
Federal personnel manual, see Civil 
service. 
Federal Power Commission : 
FPC 8 series... _.- = 516 
reports, opinions, decisions, ‘orders. 515 
Federal property, see Public propery 
Federal reservations, see Public lands. 
Federal Reserve System : 
laws governing, revise- 
comparison of bill with existing 
Di ecutiha ates celeron 327 
summary of amendments ae $28 
Federal savings and loan associa- 
tions: 
laws governing, revise— 
comparison of bill with existing 
ee ee 27 
summary of amendments_______ 828 
Federal Savings and Loan Insurance 
| Corporation : 
laws governing, revise— 
comparison of bill with existing 
| Ce a. Pe 327 
| summary of amendments__-_--- 328 
| Federal specifications, see Govern- 
| ment supplies. 
| Federal stanG@ardads................ 567-568 
| Federal supply schedule____- ~~~. . 569-576 
| Federal wage hour law, see Labor 
| standards. 
Feed, see Food for livestock. 
Fellowships, awarded by Public 
Health Service__....- - 801 
Ferroalloys, production, etc., in 1956_ 739 
Fibers, man-made, woven goods 
finished, 1956, facts for in- 
GOTT 24cm 233 


see also names of “certain plants, 
textiles, ete. 
Films (photography) : 
radiographic, industrial, and medi- 
CBl, GPOCIBCRIIOR...nncncncncne 579 
Finance : 
consumer survey, 1957— 





financial position of consumers— 541 

housing and durable goods__~—-— 541 
ON ea 240 
see also Credit. 

Financial companies, see Banks and 
banking——Insurance compa 
nies—-Investment companies— 

Trusts and trustees. 

Fineberg, S. Andhil, staff consulta 
tion, ideological fallacies of 
EE an 338 

Fire control (gunnery) : 

performance test, scoring system__ 121 

Fire extinguishers, solid-propellant 

fuel cartridges, investigation at 
polar temperatures__ 833 
Fire extinguishing agents, mec hanisms 
| of action_. + ae eltidcsentaata 130 
| Fire-fighting, see Fires. 
.| Fires, Navy structural fire-fighting 
| Ts Ea Fe 821 
| Fish and fisheries : 
Alaska, annual summary, 1956____ 581 
commercial fisheries review 
index, v. 16, 1954. ___ snctnatetentinihdl 585 
SURGTRN Ss wactcid cnciiativnd __. 586-590 
commercial outlook, markets, etc., 
oe SC, i eae 592 


current fishery statistics, C ‘FS 
TE Ee er 581-584 
Federal fishery research on Great 


328 ! Lakes, bibliography... ~~ 599 
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Entry 
Fish and fisheries—-Continued 
Gehery BUlletiR......n<-------s 591 
fishery leaflets._..........~ ... 592-594 
fishery literature, English trans- 

ee” Erne ee 600 
Massachusetts landings, annual 

summary, 1956_...........- 582 
Middle Atlantic fisheries, annual 

summary, 1956............-- 583 
New England fisheries, annual sum- 

a Seesaw 584 
ocean, off Delaware Bay, survey_...__- 5598 
research 0 att te 595-596 
special scientific reports, fisheries 

ee ee rae eae 597-602 | 
see also names or classes of fish— | 

ng headings beginning Fish- 

ng. 

Fish and Wildlife Service : 
Klamath Reservation marshlands, 
management of area, hearings. 354A 
laboratories, research_........-.- 588 
special scientific reports, fisheries | 
CON Ba Os alse peeitbotlnccdon 597-602 | 
Fisheries, see Fish and fisheries. | 
Fishery products, see Fish and fisher- 
ies. 
Fishing gear: 
experiments with Maine herring 

EER Ee 586 

sea scallops fishery._.._...-.--~-~-~ 594 
Fishing vessels, sea scallops fishery 594 
Fitness of American Youth, Presi- 

dent’s Citizens Advisory Com- 

mittee on, see President’s Citi- 

zens Advisory Committee on 

Fitness of American Youth. 

Fitness, Youth, President’s Council 
on, see President’s Council on 
Youth Fitness. 
Fixtures (for offices, etc.) : 
monthly labor turnover rates per 
100 employees_____...-----. 703 
Flames, extinguishing agents, mecha- 
nisms of action............... 130 
Files, culicoides variipennis, North 
American subspecies._.....~- 99 
Flight, hovering to normal, transition 
Wt 62s ewitidicicoctianenceui: 781 
Flight navigators, see Aviators. 
Flood control, see Floods—also names 
of certain rivers. 
Floods : 
prevention and control, anthracite 

| ee 715 
Utah and Nevada, Apr.-June 1952__ 651 
see also names of rivers, etc. 

Florida : 
central and southern— 
Hendry County west of levees 1, 
2, and 3, flood control, engi- 
neers report— 
departmental edition._.....-- 477 
document edition...__..-.--~-. 347 
local cooperation for flood con- 
trol— 

departmental edition... 478 

document edition_._._.....---. 311 
mineral industry, minerals yearbook 

Get. atsindieedbooien 733 

Flour, incompressible, vortex paths 
determination by series expan- 

Ge: I cccercastitaieetan 763 

Flow : 
boundary layer, transition on hol- 

low cylinder at Mach number 

ena a 765 
channel, over surfaces with ejec "tion 

or suction velocity and fric- 

NBR al D2 aad de lie I Li 777 
compressible, and turbulent, bound- 

ary layer calculation with heat 

transfer and arbitrary pressure | 

Bol! C8 ed et BB ers 786 
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Kutry 
Flow—Continued 
fluid, within thick-walled pipes, 
measurement by use of ultra- 

a S28 
hypersonic, four wings of square 

plan form at Mach number 6.9, 

eae mrs 762 
laminar— 

boundary layer equations for 
windward streamline in plane 

of symmetry of yawed cone__-~ 785 

spectrum of natural oscillations 769 
momentum transfer over flat plate 

a ae i70 
supersonic 

bluntness effects on boundary- 
layer transition, etc... - 764 

heat transfer and pressure dis- 
tributions over flat plates, 

effects of leading-edge blunt- 

RARER MER OF | ag 784 
transonic, three-dimensional theory 

applied to slender wings and 

Raa en SP te li lel - 767 
turbulent, measurements in multi- 

ple interfering air jets._.._._ i71 

Flowmeters, ultrasonic, development 
and performance___....... 828 
Fluid flow, see Flow. 
Fluorides, thermochemical properties_ 163 
Fluorspar, minerals yearbook chapter_ 7is 
Flutter (aircraft) : 
panel of infinitely long unstiffened 

and ring-stiffened thin-walled 

circular cylinders._......___ 760 
pitching-translation flutter, effect 

of fuel loads, study.__..______ 787 

Flyers, see Aviators. 
Fog signals, lists, Hydrographic 

Gait eee ee ee oe 

Food: 
Army adviser, technical manual__ 153-154 
imports, contribution to U. 8S. sup- 

IS tl RE Rl ag ASI ll ap 631 
marketing costs, hearings..._._ ~~ 324 
products, farm-retail spreads be- 

tween farmers and consumers, 

SR pe 92 
see also Nutritivn. 

Food for livestock : 
inedible offal as hog feed, processing 

by Small Slaugnterers._... 507 

Se, ea ne ee S4 
Food stores, see Stores. 
Forage plants, research, greenhouse 

lS TES 61 

Foraminifera, see Pararotalia. 
Forced-choice and projective tech 
niques in attitude measure- 
a et Se 120 
Foreign Agricultural Service, miscel 
laneous, FAS—M series.__... 603-606 
Foreign agriculture, see Agriculture. 
Foreign aid: 
background for mutual security—_— 680 
economic cooperation agreement 
with— 
Pakistan__-_. sphtnentiianieiieiia 929 
Union of Burma_________- oi 931 
economic development, U. S. assist 

=, ee eee 681 
informational media guaranty pro 

gram, operations, hearing 353 
technical gengeeate, agreement 

with Mexico " 919 

| Foreign assets control re gulations_ 952 
| Foreign countries : 
communist position in free world 

consults Stien 339 

foreign assets control regulations 952 
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Entry 


Foreign exchange : 
controls— 
sane... 
Germany __--- 
Gaul Seabia.u.u....-+.-- 
Foreign policy, see International ‘Te- 
lations. 
Foreign relations, 
relations. 
Foreign Relations Committee, Senate, 
ER a eer 
Foreign trade, see Commerce—also 
names or classes of commodi- 
ties—also name of countries or 
places. 
Foremen, relations in 
STP VEINONS « ocnsbenwemeane 
Forest experiment stations, see names 
of stations. 


see International 


small plants, 


619 
622 


621 


353 


GS GO a eee 634 
Forest Service, Klamath Reservation 
timberlands, management of 
Scien ntiedion 354A 
Forestry, see Forests and forestry. 
Forests and forestry : 
forest inventory statistics, Wash- 
ington County, Va... ~~ 943 
forestry bulletin, Tennessee Valley 
pS See eee 943 
forestry investigations, technical 
note, Tennessee Valley Author- 
eS eee 944 
forestry student trainee, examina- 
tion announcement_______-___ 283 
miscellaneous releases Central 
States Station._.......-.. 632-633 
occasional paper, Southern Station— 638 
silvical characteristics— 
ROTURSTE TOG CGR... ncccuncsns 633 
OS ae 632 
RY ftincnts teatnenitin-costeeinntaeaititinineh 636 
station papers, Lake States Sta- 
a i ie ie oil 335-637 
see also Timber. 
Forgings, see names of metals forged. 
Fork lift trucks, see Motortrucks. 
Formation fields and current efficien- 
cies in anodic oxidation of zir- 
GREY cudindistinutitattintteetine 161 
Formosa, patent and trademark regu 
lations__— ae ee) eee 618 
Forms, blanks, ete., ‘record forms, 
Federal supply sechedule___-- 574 
Foundries: 
iron and steel, facts for industry__ 235 
job and production, skill require- 
ments and training needs__-- 693 
Fowl, see Poultry. 
FPC, see Federal Power Commission. 
a ¢ - See 516 
Fracture, see Brittle fracture. 
France, defense facilities assistance 
program, agreement. _____-_-~ 920 
Freezers, what to do when your home 
eR a ROE 83 
Freight forwarders, transport statis- 
ee DENG, Bee Geasqncsothate 686 
Frocks, see Clothing. 
Frozen foods, see names or classes of 
foods frozen. 
Fruit, see Citrus fruit. 
Fuel: 
loads, effect on pitching-transla- 
lf ll 787 
National electric rate book fuel ad- 
Sees GH, ba ceccdeonwes 529-540 
purchased by major industry group, 
and by State sities Gntieittinn 191 
solid-propellant for fire extinguish- 
ment at polar temperatures__ 833 
use by manufacturing industries, 
census of manufactures, 1954_ 200 
water determination___.....-..- 832 
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Entry 
Fuel elements, see Reactor fuel ele- 
ments. 
Fuel pressure signal assembly : 
aircraft, specification cancellation. 439 
switch, specification cancellation. 438 
Fuels, see Fuel. 
oe ae population, special " 
SUED. ct nodvocdbiipticwee 216 
Puntention, danbe, lift-up, for load- 
ing and unloading, description— 51 
Funds, see Money—Public funds. 
Fungicides, treat seed grain._....._ 91 
Furniture : 
growth industries__.......... ~~ 137 
monthly labor turnover rates per 
See eee 703 
G 
Gall bladder, disease, health informa- 
OE Ew én S76 
Gallstones, see Biliary calculi. 
Gamma rays: 
air seattering and attenuation, re- 
sults of calculations... ~~~ 17§ 
energy absorption build-up factor, 
semi-empirical method of cal- 
a ae 167 
radiation attenuation in water 
shield, calculation......~- 169 
scattered, from thick uranium 
G00 ub ceeicinheotiioons 644 
Garbage cans, see Cans. 
Gardens, home and garden bulletin__ 80 
Gas: 
natural, marketed production in- 
creased 7 percent, 1956_..~-- 747 
synthesis, turbidimetric determina- 
tion of naphthalene_______-~- 753 
Gasification, see Coal. 
Gaskets, and sheet gasket material, 
SF ae eae 402 
Gearing, gear tooth, load carrying 
abilities, rating system____~ 458 
Geiger-Muller counters, literature re- 
view to May 1947_.._...-.... 160 
General Accounting Office : 
policy and procedures manual for 
guidance of Federal agencies_ 641 
transmittal sheet_.......... _ 640 
yeneral Services Administration, mica 
purchases, yields__.....__--- 741 
Generative organs, male insects, ex- 
ternal, revised interpretation_ 910 
Geologic names of North America. 645 
Geological Survey : 
ERED SS Fe ee 642-645 
A A ET 646 


professional papers__...... ~~ 
reports and maps released only in 


647-650 


open files, 1956, list.....____ 646 
water supply papers... ~~ _. 651-654 
Geology : 
contributions to economic geology - 642 
contributions to geology of ura- 
ra hla ES SS ie 643 
Du Neier area, Wy0..<<6-..<---.- 648 
geologic names, North America, 
te Micheed hs dithienachdlbiagbientw ests 645 
Peerless pegmatite, Pennington 
CE, Ee | Beilinnccmeskasuun 649 
shorter contributions to general 
SE 647-648, 650 
I i le 643 
see also Paleozoic era—Permian 
period. 
Geomagnetism, see Terrestrial mag 
netism. 
Geophysical Research Division, geo 
physical research paper______ 117 
Geophysics : 
experimental and theoretical data_ 644 
geophysical research paper. _- 117 
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Entry 
George Washington Carver National 
Monument, general informa- 
CEO encoduitisodabat! abstewbehs 810 
Georgia: 
elevtete ante OGeR se 6 4ecticissusaa 520 
fuel adjustment data... ~~~ 5382 
Germanium, alloys, titanium-germa- 
nium system from investiga- 
GD cece ttbinbe ie 750 
Germany, Federal Republic, licensing 
and exchange controls___ ~~ 622 
Germination, corn, rolled-towel seed 
RS a eres er ere 87 
GI loans, see Loans. 
Gift tax, see Inheritance and transfer 
tax. 
Glacial period, Pleistocene brachiopods 
of Okinawa, Ryukyu Islands__ 650 
Glass, motor-vehicle, Federal supply 
SS TR SE CR ee 576 
Glider pilots, see Aviators. 
Globe valves, see Valves. 
Goats, scrapie, symptoms, eradication 
program, etc____-~- wh Bae 50 
Goiter, simple goiter, health infor 
aes 875 
Gold, compounds, tabulation, bibliog- 
raphy, and structure___. ~~~ 168 
Gonococcus, isolation and identifica- 
Be Te Tae Pee eee 874 
Gorgas, Ala., coal, underground gasifi- 
cation, field-scale experiments _ 752 
Government, see Military government. 
Government contracts, Atomic Energy 
Commission procurement, case 
A aber a Pe ee 322 
Government Contracts, President's 
Committee, see President's 
Committee on Government 
Contracts. 
Government corporations, see Corpo- 
rations. 
Government offices : 
distribution research activities and 
services, Cay report____ 183 
General Accounting Office guidance 
ITE chctidtilienissaqraumnebtnmnieeraptee 641 
see also Government supplies—also 
names of offices. 
Government officials and employees: 
career opportunities offered through 
Federal service entrance ex- 
CRD. gee wintcicipipaealin 281 


city taxes, withholding by Federal 
agencies, amend internal reve- 
nue code, hearing...._-..... 345 
security rogram investigations, 
abolition, Emergency Civil Lib- 


erties Committee campaign_-_ 343 

Government Operations Committee, 
House. 

ES EL 330-333 

Government publications : 

factual reading for home, school or 
gg it le Ni ca 872 
valuable and interesting informa- 
i 871 
see also names of departments, etc., 
issuing publications—elso sub- 
jects. 

Government reorganization plans, 
Hoover Commission reports, 
action on, 84th and 85th Con- 
gresses, summary_._-...-... 333 

Government securities, see Treasury 
notes. 

Government specifications, see Gov- 
ernment supplies. 

Government supplies: 

Federal item identification guides 
for supply cataloging... ~~ 370-372 
Federal specifications._......._~. 542-566 
SONNE Wb hec bitin ctmmtnthinmatetin 577-580 





Entry 
Government supplies—Continued 
Federal standards___........ 567-568 
Federal supply classification hand- 

book, alphabetic index, Nov. 

NE aa lll dE EB 86 
Federal supply schedule... _ 569-576 
specifications standardization, mili- 

Cle Gein datuccccendamee 457 

Governments : 
census, 1957, advance releases... 192-198 
State and local, indebtedness... 192 
Grain, seed, treatment.__._...---~~- 91 
Grain size, M—252 and S—816 alloys, 
causes of abnormal growth__- 775 
Grand Army of the Republic, final 
journal, 1866—1956_..__.._-_- 304 
Granite, crushed and broken, census of 
mineral industries, 1954 in- 
GE BE enncnccnnancite 204 
Grants-in-aid : 
awarded by Public Health Service_ 801 
Federal assistance to labor surplus 
"eS", BS ae ee 326 
students in higher education____—~ 463 
Grapes. beverage crystals, synthetic, 
specification cancellation. ___- 401 
Grass, see Grasses. 
Grasses, producing and harvesting 
grass seed in Great Plains____ 79 
Gravel: 
a I cpt A ee 745 
minerals yearbook chapter______- 755 
plants, safety competition awards, 
A iy Ee es Te 719 
Gravies, beef-flavored base, specifica- 
Ree ee See 435 
Great Britain : 
lights and fog signals, list... ~ 663 
oceanographic research stations, es- 
tablishment in— 
Bahama Islands, agreement___- 928 
Barbados, agreement... ~~ 927 
Great Lakes: 
Federal fishery research, bibliog- 

PNG enticehanencesétiiannnoe 599 

waterborne commerce— 
er En ee ee a eee os 501 
Bitte nttethGiitinditindtilite 505 
Great Lakes States, timber cut, 1954, 
See ee eae 637 
Great Plains, producing and harvest- 
FR eee 79 
Greece, educational exchange pro- 
gram, opportunities for social 
workers, 1958-59_........... 466 


Greenhouses, Management and tech- 


niques in forage crops re- 

WN iicttiadimbiinenttntigeies 61 
Greenland, geologic names, 1986—55_-— 645 
Grommets, rubber, split, specification_ 404 


Ground water, see Water—Water 
supply. 

Growth, research relating to chil- 
dren’s physical and motor de- 
velopinent, studies in progress_ 245 

Guam, Federal wage und hour law, 


general information... ~~ 957 
Guatemala, jade, mineralogical 
Die ticcieneetinatnnn 909 
Gulf Coast, transportation lines... 498 
Gulf States: 
water hyacinth obstructions in 
navigable waters, engineer 
report— 
departmental edition._..... ~~ 499 
document edition._.......-.--~. 303 
Gunnery, and naval ordnance._....- 824 


Guns, see Machine guns. 
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H Entry 
0... meGRTIGRS.....caaenererere 660-667 
Haddock : 
Browns Bank, growth rate... -- 596 
preservation, fresh water and salt 
water ice, as agents, compara- 
OO SS 588 
Hammers, pneumatic, portable, speci- 
lla a i A ES 551 
Hand drills, see Drills (tools). 
Hand tools, see names of hand tools. 
Handbooks, see names of departments, 
ete., issuing handbooks—also 
subjects. 
Handling equipment, technical man- 
RRC NAT Gr Sere eee 57 
Harbors: 
Atlantic Coast, commerce— 
1955 66 ERO Ee eee 500 
SSE rere eS ee 504 
Great Lakes, commerce 
SPSS as Ss ee eS en 501 
ae 505 
Pacific Coast, Alaska and Pacific 
Islands commerce— 
26.58 502 
0 PE eet. ee 506 
see also names of harbors or places 
where located. 
Hardwoods, plywoods, facts for in- 
I nmeemnich 23 
Hatcheries, see Chickens- —Poultry. 
Hawaii, census of manufactures, 1954, 
RS EEE 198 
Headsets, moving-coil dynamic ear- 
phone, specification.___..--~ 397 
Health : 
employee, Federal Government 
plans (address) ......<<<<.- 691 
health _and safety eeatienen, HSS 
se es -—<—eace = 719 
he alth. ‘information series ---. 875-877 
public health monograp > oS series__-_- 879 
services, research relating to chil 
dren, studies in progress coon 245 
see alao Mental health. 
Health, Education and Welfare De- 
partment 
directory, regional office, profes- 
sional and administrative per- 
sonnel___-_ 655 
research programs | related to “home 
and family, 1957......--.~.- 465 
Health insurance: 
collective bargaining plans, analy- 
sis 
departmental edition __- 89 
document edition__ 320 
Heat, see Heat transfer- ~Tempera 
ture. 
Heat capacity, ballistic nose-cone con- 
struction, several materials 78: 
Heat of solution, liquids in poly 
ethylene, mechanism of trans- 
fer seal 12 
Heat transfer 
aerodynamics, on sphere with lami 
nar, etc., boundary layers at 
Mach numbers 2.00 and 4.15 779 
at supersonic speeds, effects of 
bluntness__— heciainldd-eediiie 764 
calculation of boundary layer 786 
insulating values of airspaces, etc 795 
laminar boundary layer on cone at 
angle of attack ee 785 
local, and pressure distributions 
over fiat plates, effects of lead 
ing-edge blunting . 784 
on forced convection loop with bi 
phenyl and biphenyl polymers 830 
thermal conductivity of plastic 
laminates, cores, and sandwich 
panels, analysis. 129 
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Heating, aerodynamic, ballistic nose- 
eone materiale........i.+--...- 
see also Electric heating. 
Heleidae, see Flies. 
Helium, minerals yearbook chapter_-— 
Hendry County, Fia. 
west of levees 1, 2, ‘and 8, flood con- 
trol, engineers report— 
departmental edition....... - 
document edition... ~~~ 
Herring, Maine, explorations and fish- 
ing gear experiments... ___~- 
Heterocyclic compounds, use as lubri- 
eant additives____- 
High school pupils, see Youth. 
Higher education, see Colleges and 
universities. 
Higher learning, see Colleges and uni- 


versities. 

Highway motor vehicles, see Motor 
vehicles. 

Hoffa, James R., misuse of labor union 
COE | DONT itn ccnnton 


Hogs, see Swine. 

Holders, card-label, Post Office mail- 
bag racks, specifications_____— 

Holdfast, chain, complete with picket, 
COCONINO ceiocsteconccen 


| Holidays: 


and vacations, in manufacturing 
ER ee Se oe 
work for high-schoolers_____._--~-~ 


| Holmes, Oliver Wendell, Devise Per- 


manent Committee, see Oliver 
Wendell Holmes Devise Per- 
manent Committee. 
Home economics : 
home and garden bulletin.__.. ~~ 
PORN: Hein cslitnrnclieartibiindins 


Home freezers, see Freezers, 


Home loans, see Louns. 


| Homemaking, see Home economics. 


Homes, GI loans closed in 1956, finan- 
cial characteristics_._.....__- 
see also Families—Houses. 





| Homesteads, settlement opportunities 


on reclamation projects_____- 
Homoptera, see Leafhoppers. 
Honey, production and stocks, 1957 
Hoover Commission on Government 
Organization, see Organization 
of Executive Branch of the 
Government Commission, 
1953-55. 
Horsechestnut, see Buckeye. 
Horseshoe crabs, see King crabs. 
Hospitalization, see Mental institu- 
tions. 
Hospitals : 
earnings and supplementary bene 
fits, private hospitals, 1956—57 
obstetric and related data recorded, 
District of Columbia, 1952 
evaluation 


patient care, me thod of ‘studying 4 


Hours of labor: 

Federal wage and hour law 
Canal Zone. _--- taneant 
stn cateastaneness 

House documents... ~~ _ 
House of Representatives, action on 


Hoover Commission reports, 
sulmary = a = 
Hlouse reports, public bills . 322 


Households, see Families. 
Houses, electric heating of 
Housing 
oat * 1949, etc., 
pt ovisions— 
——— itor, basic statutes, , publie 
gulations, formal orders- 


urban renewal 
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Entry Entry 
Housing—Continued Index numbers, sce subjects, e. g., 
community facilities and mortgage Prices. 

credit, Miami, Florida, hear- Indexes: 

Oe Pen oe nee 325 Federal supply classification, alpha- 
consumer survey, 1957___.--_--_-~ 541 | Beatie Tees i 369 
farm families, standards, selected postal manual, chap. 1_..-~~- wet 859 

ERE FS Ae 94 | postal manual, chap. 2__--~- 860 

Housing and Home Finance Agency, specifications, etc., Air Force De pt., 

administrator, basic statutes, military index lala i 118 

publie regulations, formal Veterans Administration publica 

SOGccanttanmeanumedene 656—657 ees San tk Oa 953 

Hovenweep National Monument, gen- Indian lands, see names of Indian 
eral information... .__~ 811 tribes or reservations. 
+ RAPT ee i POR 719 | Indian Ocean, islands, lights and fog 
Hyacinth, see Water-hyacinth. CS ditt eew cin scniode 661 
Hydraulics, computation of tidal flow_ 497 | Indians, see names of reservations or 
Hydrocarbons, water determination__ 832 tribes. 
see also Biphenyl. Indonesia, foreign trade, 1955-—56__~ 630 
Hydrogen-ion concentration, changes Industrial arbitration, peacemakers 
in pH of frozen blue crab meat 590 CS eee 802 
Hydrographic Office : Industrial relations, improper activi- 
charts and oem informa- ties investigation, hearings. 354 

EN iT Se SE ET TF: ae 660 | Industrial security, see National 

H.O. publications_. HR TS 660-667 security. 
Hydrology, see Water. Industries, see Industry—aelso names 
Hygiene, see Health. of industries. 
Hypersonic flow, see Flow. Industry : 
facts for industry (Census Bu- 
I ef A 231--238 
Federal assistance to labor surplus 
Ice : OM aa ll al SE 326 
fresh water and salt water, use as manufacturing, water use, census 

preservatives for haddock, of manufactures, 1954_______ 201 

comparative study... ~~ 588 regulated, rapid tax-amortization 
on aircraft, experimental droplet certificates, investigation of 

impingement on 4 bodies of writeoffs, hearing__.__._._______ 358 

eee <a al Fi il 776 seasonal, effects of $1 minimum 

Iceland, lights and fog signals...__- 664 Lee nee RE ee St a ete 698 
Idaho: small, job evaluation system _____- 900 
eS nce 521 ee ee ee ee 136-138 
fuel adjustment data__..._____ 533 see also Manufactures and manu- 
ILAS, see Scanners. facturers—also names of in- 
lilinois : dustries. 
agricultural conservation program, Infantry, personnel classification val- 

i eR ae eS PM 20 | idity and test selection results 
mineral industry, minerals year- | for combat jobs... ___-~-~ i 

BEL . CE ene atime cegene 734 | Infants, births and neonatal death by 

Illness, see Diseases. birth weight, reporting areas, 
IMG, see Informational media guar- | EB eae fa SOS 
anty program. Information, see Public information. 
Impact wrenches, see Wrenches. Information services : 
Imports, see names of countries, etc.— | informational media guaranty pro 
also names or classes of articles | gram, agreement with Pakis- 
imported. es eat al a Me hn 929 
Improper Activities in Labor or Man- world trade 
agement Field, Select Com- economic reports._._......... 613-614 
mittee on, Senate, hearings. _-_ 354 | operations reports... ~~ . 615-622 
Income: statistical reports._.......... 628-631 
farm, current situation (address) —_ 69 | Informational media guaranty pro 
tax return statistics— | gram, operations, hearing. _.- 353 
TD cncnntneninmanseanentiiiiedeiiittin 673 Ingots, see names of metals. 
individuals, | FPR nr sag tar 674 | Inheritance and transfer tax, United 
JS" @ a aes 675 States citizens abroad, guide__ 678 
Income tax: | Inhibitors: 
double taxation, convention with | ¢corrosion— 

i, ee eee 924 | liquid cooling system, apestiien- 
cd 670 RR “ 548 
ge RR. Sas 679 specification “eancellation_______ 456 
municipal withholding by Federal | Inland waterways: 

agencies, amend internal reve- Atlantic Coast- 

mue code, hearing.............- 345 | ———— SS ee 500 
rapid tax-amortization certificates | CORMEEER, BOO ennmececcmdence= 504 

in industries, investigation of } Great Lakes— 

writeoffs, hearing... ~~ 358 commerce, 1956...........- fs 501 
returns statistics— | commerce, 1956 atone 505 

nce citttintcsiaiiidinn 672 Pacific Coast, Alaska and Pacific 

fiduciary_—-~__ Cammenemenents 678 | Islands- 

individuals, RCO sana 5. 674 | ES 502 

ES 675 | ee ell i alec aE le 506 
United States citizens abroad, Inner tubes: 

a ee 678 aircraft, pneumatic tire, Federal 
Incompetents, patients in public in- supply schedule__.____ 570 
i. (re 800 pneumatic, except aircraft, Federal 
Indebtedness, see Debt. : supply schedule__.._.____~ 571 
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Insects : 
male, revised interpretation of ex- 
ternal reproductive organs__- 
milk container infestation, pack- 
aging temperature effect... ~ 
see also names of insects. 
Inspection (industrial), see names of 
articles, etc., inspected 
Installations (military) : 
overseas bases, fair labor stand- 
ards act application, hearing_- 
Institute, W. Va., synthetic rub 
ON a ee 
Institute on Rehabilitation Center 
Planning, proceedings._.....- 
Instrument panel illumination, see 
Lights and lighting. 
Instrumentation, foreign trade in- 
formation, Mexico...-......~ 
Insufflators, powder blowers, hand, 
specification, cancellation___-_ 
Insulation : 
electric, specification......-..... 
fibrous, thermal resistance___..___ 
Insurance: 
collective bargaining plans, an- 
alysis— 
departmental edition... .- 
document edition.._...........- 
see also types of insurance. 
Insurance companies : 
directors interlocking with those of 
industrial, etc., companies, 
SENS ccieheeap conse 
life, farm mortgage loans held by-- 
Intellect, research relating to chil- 
dren, studies in progress.__.-_ 
Intelligence, see Intellect. 
Interagency Records Administration 
Conference, 1957-58 season, 
Ret mMestG.cciccncecescene 
Interest and usury, mortgage interest 
rates in consumer price index, 
Pe da tintinciembinnwinddetinn 
Interest rates, see Interest and usury. 
Interior and Insular Affairs Commit- 
tee, Senate: 
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Entry 


910 
34 


329 
513 
954 


186 
543 


412 
795 


689 
320 


823 
55 
245 


794 


701 


es 854A-355 


er ee 
Interior Department, reservoir land 
acquisition policy of Army and 
Interior Depts., hearing...~- 
Intermetallic compounds, see Metals. 
Internal revenue, code of 1954, 
ee 
see also names of certain taxes, e. g. 
Income tax. 
International exchanges, educational 
exchange program, opportuni 
ties for social workers, 1958— 
arbi ci tneeintaniitieheariibibenaaraeh tae 
International fairs, see Fairs. 
International postal service, manual, 
chap. 2, revised index__._.--- 
International relations : 
background studies, Morocco, Tu- 
ESSE ee 
disarmament, U. 8S. proposals____- 
foreign relations of U. S., American 
foreign policy documents, 
= 
general foreign policy series_..__-_ 
informational media guaranty pro- 
gram, operations, hear'*ng_- 
International Union for Publication 
of Customs Tariffs, multilateral 
ee 
Interstate and Foreign Commerce 
Committee, House, hearing-- - 
Interstate and Foreign Commerce 
Committee, Senate, hearing. 
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850 


330 


345 


466 


860 


916 
867 


915 
915 
353 


923 
335 


356 





Interstate Commerce Commission, pol- 
icy on trucking mergers, con- 
centration, small business, 
el RE RIT 

Interstate trucking, see Motortrucks 
in freight service. 

Interviewers, manual, training aid 
— RS eer are 

Interviewing, employment manual___ 

saheer merchandise, retail trade 

Een 

Investigators, aircraft accident, hand- 
SS a eS ee 

Investment companies, directors inter- 
locking with those of indus- 
trial, etc. companies, report___ 

Investment trusts, see Trusts and 
trustees. 

Investments : 

private, guaranty, agreement with- 
RR APE ENG teres 


United States, in Latin American 
| es Tet hae 
Ionization chambers, free air, design — 
Ionosphere, electron densities meas- 
ured by propagation of radio 
signals from rocket, correction_ 
IRAC,see Interagency Records Ad- 
ministration Conference. 
Iron: 
foundries, facts for industry_____- 
scrap, minerals yearbook chapter__ 
Iron Mountain Iron-Ore Mine, mining 
and milling methods and costs_ 
Irradiation, see Gamma rays. 
Isle Royale National Park, general in- 


PRNONEEED Gab dhabetatcaniuaus 
Isocyanate, resins, detection in coat- 
Re Ri is EEE 
Israel, establishing business... _-_ 


Italy : 
guaranty of private investments, 
ili tt I te alte - 
i fl Eee 
olive production and table olive in- 
SITY sctiesentbanenceiiinenctinbiitiin cea 
war damage claims, agreement___-_ 


J 


Jacks, mechanical and _ hydraulic, 
hand operated, specification__ 


Jade, Guatemalan, mineralogical 
a re ae eee 

Japan: 
cooperatives, agricultural trade 
AR EE eee oe One 


foreign trade, 1955—5 ele 5 ois 
free world ally___-_--_. deltas 
market for agricultural ” products, 
Ee Sree 
plant explorations, ornamentals 
Jet airplanes, see Airplanes. 
Jet fuels, see Fuel. 
Jets, air, multiple interfering, turbu- 
lence measurements____- ~~~ ~ 
Job analysis, evaluation systems in 
small industry....--~- A nell 
Job description, see Job analysis. 
Job evaluation, see Job analysis. 
Jobs, see Job analysis—Work. 
Johnson City, Tenn., eas, spe 
GOS GRGncescccaus adie 
Joints: 
creep formation patterns under 
bearing and tensile loads__ ~~ 
welded, mechanical tests, military 
SS Se oe 
Journal, Coast and Geodetic Survey, 
sesquicentennial issue____.-~-- 
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Entry 
Judiciary Committee, Senate : 
OT eee ete: eR ee 357-358 
Dee aickaccmncs scams nnnptueadngiined 349 
K 
Ketones, methy! isobutyl, bismuth ni 
trate distribution studies__—-— 171 
Keyers, identification, CAA specifica- 
ERE EE Shae 253 
King crabs, migrations of horseshoe 
crab, Limulus polyphemus in 
Plum Island Sound___-----~-- 597 
Kings Canyon National Park, general 
IIE cntrnntetrenanmetenietines 815 
Klamath Indians, termination of Fed- 
eral supervision, amend act, 
STITT iceeteteensenteiatichieathtnrtiinn tatiana entitadninat 354A 
Klamath Reservation, lands, Federal 
acquisition, hearings.....-_ - 354A 
Korea, surplus agricultural commodi- 
ties, agreement_____..-._ -_~ 935-936 
L 
Labels, pubeting requirements, Nether- - 
Labor : 
labor force series____._________ 207-208 
monthly labor review, reprints._.__ 695-701 
older worker placement (address) _— 706 
workers educational attainment__-_ 208 
see also Unemployed. 
Labor bureaus, etc., United States and 
Copeee Giseceers..........s--= 687 
Labor disputes, see Industrial arbi- 
tration—Strikes and lockouts. 
Labor-management relations, sce In- 
dustrial relations. 
Labor offices, see Labor bureaus, etc. 
Labor relations, see Industrial rela- 
tions. 
Labor Relations Associates, Inc., ac 
tivities, hearings______-_ is a: 354 
bor standards: 
fair labor standards act, application 
in overseas areas, hearing__—~ 329 
Federal wage and hour law— 
OS | ae ae ee 956 
Gcititinen ces “ 957 
Labor Standards Bureau, bulletin____ 687 
Labor Statistics Bureau : 
fF eee 688 
a SS PT ee wees 689 
definition and explanation of sur- 
Ee 690 
Labor turnover: 
monthly rates per 100 empioyees- 
fabricated metal products____ __ 702 
furniture and fixtures____. shiny 703 
lumber and wood products “ 704 
machinery, except electrical_____ 705 
Labor unions, leaders, improper ac 
tivities investigation, hear- 
A ree 354 
Laboratories, Fish and Wildlife Serv- 
a ess 588 
Lacquer and lacquering, lusterless, 
Ce A ee ae 406 
Ladron Mountains, airborne radio- 
metric survey of area________ 173 
Lake, see name of lake, except when 
occurring as first word of name 
of town, etc. 
Lake Mead National Recreation Area, 
general information____ 814 
Lake States, see Great Lake States. 
Lake States Forest Experiment Sta- 
tion, station papers_ -~--- 635-637 
Lake trout, see Trout. 


Lakes, see names of lakes 
Laminar flow, see Flow. 
Laminated materials, sce Plastics. 
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Entry 

Land, settlement opportunities on rec- 
lamation projects... ~~ on 888 

see also Public lands. 

Landing (aircraft) : 

instrument landing system, hybrid 
unit, CAA specification ‘ 252 

Landing craft, retriever, research and 
development____........ 947 

Landscape architects, examination 
announcement - RTE 268 

Larix laricina, see Tamarack. 

Lathes: 

attachments for milling, drilling, 

ete., specification cancellation— 552 
attachments for milling, grinding, 

ete., specification.__.__.______ 553 

Latin America, economy, U. S. invest- 
RN ae 188 

Law, procurement legal service, DA 

RE ESI 150-151 
see also Codes of law. 

Laws, see Codes of law—Law—also 
subjects. 

Lawyers, procurement legal Sonvinn, 
yy See 50-151 

Lead, pigments, minerals connae - 
0 gE eae 28 

Leadership : 

criteria for population of Air Force 
instructors, intercorrelations_ 119 
group, staff training_......______ 869 

Leafhoppers, Allebrini tribe (Homop- 
tera Cicadellidae), taxonomy_ 803 

hantets, ae names of departments, 

issuing leaflets—also sub- 
tol. 

Legal services, see Lawyers. 

Legislation, see Law—also subjects. 

Lemitar, N. Mex., airborne radiometric 
a” af eee 73 

Library list, Agriculture Depart- 

TRUE nnn one eeeetbninodane 102-103 

Libya : 

ON a ees ae Ee 916 
economy, basic data__________ 613 
Licenses : 
licensing controls— 
pS awe 619 
| ey 622 
eee: 621 

Life insurance companies, sec Insur- 
ance companies. 

Light, atmospheric transmission, 
measurements, field of view in- 
0 IE RE ON F-2S 825 

Light lists, see Lights and lighting. 

Lighting, see Lights and lighting. 

Lights and lighting : 

cockpit instruments and anti-colli- 
sion, for Army aircraft_____ 946 
lists, Hydrographic Office_ _ 662, 664 


safelights, darkroom, photographic 

specification... cath 544 

Lignin sulfonate, use for dust con- 
trol on haulage roads in arid 
regions pate Ss 338 Te "i 

Lignite, seams at mines, thickness _ 

Limestone, crushed and broken, cen- 
sus of mineral industries, 1954, 
industry bulletin____ ~~~ 

Limulus polyphemus, see King crabs. 

Lincoln National Forest, right-of-way, 
conveyance to Eagle Creek Wa- 
ter Supply Association, re- 
port... a 

Liners, see L ining fabrics Trousers. 

Lining fabrics, rayon or acetate, 
TEE 

Lists, see subjects of lists. 

Literacy, Adult, National Commission 
for, see National Commission 
for Adult Literacy. 
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376 


Page 83 

















INDEX 


Entry 
Little River 
system of reservoirs for flood-con- 
trol, ete., engineer report—de- 
partmental edition... ~~~ 485 
document edition__.___-_----~-- 308 
ee ff See ee eee 634 
Livestock : 
Mexico’s industry_._......------~- 606 
reports, content and dates of re- 
a SS CR Pe Pe 87 
see also Food for livestock. 
Living conditions, see Cost and stand- 
ard of living. 
Load (mechanics) : 
bearing and tensile, creep deforma- 
tion patterns of joints______~ 782 
gust loads, alleviating properties of 
piteh . 4amne?..<aiqencuuetaeo 789 
horizontal-tail, in pitching maneu- 
vers on flexible swept wing jet 
bomber, analysis_____--~-_- 792 
Loading equipment, fork lift trucks, 
test and inspection, military 
"SP EE Lela EE eed: BP 452 
Loans: 
Federal assistance to labor et 
areas, report... ___~_ 326 
mortgage credit, Miami, Fia______ 825 
property improvement, general ad- 
ministrative policy, ete... ~~ 514 
REA telephone— 
dividend payments, on stock re- 
demptions, calculation... ~~ 891 
security requirements______--_~ 891 
veterans, financial characteristics of 
GI home loans closed in 1956__ 692 
Lobsters, culture at Prince Rupert, 
B.S. di chic pips alendiegdiaee. 589 
Location factors in “ petroc hemical in- 
CE OS HAS ee 291 
Logging, see Lumbering—Timber. 
Logistics, see Military art and sci- 
ence, 
Look at present situation (price sup- 
port program, address ) __~- 292 
Los Angeles, Calif., marketing charges 
for California potatoes, 1956 
eee eye Calle 88 
Lubricants : 
additives, use of heterocyclic com- 
pounds 126 
synthetic, 1937-57, bibliograp yhy_- 187 
Lumber, mills, ete., monthly turnover 
rates per 100 employees_____ 704 
Lumbering : 
log bucking for top value_____ _~- 944 
sugar maple deterioration following 
logging damage... 635 
Luxembourg, mutual defense assist- 
ance, agreement... ______ 926 
M 
M. M. serles_ --.. 739-748 
Me sarthy, Joseph R., “memorial serv- 
EE a Pee eee 295 
Machine guns, Browning, eal. 50, M2, 
etc., packaging, specification _ 403 
Machinery : 
except electrical, growth industries 136 
manufacturing, monthly labor turn- 
over rates per 100 employees 705 
see alao names or types of machin- 
ery. 
Magnesium, Atomic Energy Commis- 
sion procurement, case diesen 
| am =a 322 
Magnetism, sce M: ignetograms. 
Magnetograms, MIIV series_— 286-287 
Mahoning River and Valley: 
flood control of basin, engineer re 
port—— 
departmental edition_-_-~_- 429 
document edition 314 
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Entry 

Mail matter, management (ad- 
ee eee 794 

see also Parcel post. 

Maine, herring explorations and fish- 
ing gear experiments______~-~- 586 

Maintenance of equipment, naval ves- 
sels machinery, text____~- 822 

Management, see Administrative man- 
agement. 

Manganese, minerals yearbook chap- 
irda ietntacteteernsenenentnnn 729 

Manpower, see Engineers Scientists. 

Manuals, see names of departments, 
ete., issuing manuals—also 
subjects. 

Manufactures and manufacturers: 

annual survey of manufactures, 
Ee a nada 191 
census, 1954—- 
counties with 5,000 or more man- 
ufacturing employees, map_—_~— 195 
industry descriptions__-— teas 194 
industry statistics__......._.. 241-242 
special reports_ a 
ee 197-198 
subject bulletins_______- ~~. 199-202 
announcement and order 
0 ES ee 189 
holidays and vacations in manufac- 
ee See 694 
management aids for small manu- 
ET Aan 899-900 
see also names of manufactured ar- 
ticles. 

Maple, sugar, deterioration following 
logging damage __..__.---~- 635 

Maps and charts: 

Federal supply schedule... ~~~ 575 
Geological Survey reports and maps 
released only in open files, 1956, 
SEE eee 646 
Hydrographic Office charts, infor- 
Oe Seer 660 
magnetic, mutually consistent 
ee 117 
reading task of aircraft observer__ 122 
see also Aerial mapping—also 
names of localities. 

Marble, crushed and broken, census of 
mineral industries, 1954, in- 
dustry bulletin i eee 204 

Marine Corps, women officers, oppor- 
tunities to train and serve, 
CUR st Gttnbnd 711 

Marine Corps Reserve, women, mem- 
bership advantages... ~~ 710 

Marine engineering, vessel installa- 
tions operation and mainte- 
nance, operating engineer text_ 822 

Marion, Ind., population, special cen- 
Re ise <a eee 229 

Markets and marketing : 

Creme GRE Beene ne 38 

marketing research report__ _._ 88-90 

small marketers aids_____~- 901 

see also names or classes of com- 
modities, etc., marketed. 

Marking : 

criteria for domestic shipment, Fed- 
yi ts eR 568 
requirements, Netherlands__-__- ~~ 620 

Marshes, Klamath Reservation, pur- 
chase, and management by Fish 
and Wildlife Service, hearings. 354A 

Maryland: 

elevtrie gate bOOR.. on ucune dees 522 

fuel adjustment data__....~~-- 534 
longitudinal stream _ profiles, 

IN accnichectalaadiantaieistndtlieetsanams 647 

MAS series_______ Te <r ee 191 

Massachusetts, landings, fishery prod 
ucts, annual summary, 1956 582 
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Materials : 
nonmetallic fabricated, Federal sup- 
EER STA eae 
reactor shielding characteristics___ 


selected, consumed, cost, ete., by 
manufacturing industries, cen- 
sus of manufactures, 1954____ 
Materials (aircraft) : 
thickness measurement by ultra- 
sonic equipment_____._____-~ 
Materials handling, technical man- 
= inetd ekitaldie 
Mathematics : 


asymptotic form of build-up factor 
for source energies__________ 
teachers, institutes__.......____~ 
Matrices (mathematics) : 
information transmission with ma- 
trix patterns, stud 
Mead, — recreational 


opportuni- 
a ee 
Meadow School District, reimburse- 
Ss, EE paminnecnanemeten 
Meat: 
inspection regulations.__.._...__— 
De SE .-cossedeceen> 
retailing costs, wage factor_______ 
Mechanical drawing, functional draft- 
Mechanics (persons) : 
E-—4 fire control performance test, 
SS IR A 
engineer equipment and automotive 
maintenance courses, Army, 
prediction of success__._.___— 
Mechanics (science) : 
elementary quantum statistics___ - 
Mechanization, see Automation. 


Medical care, trends, review and 
Sens cutdhiiebhntninennninenel 
Mediterranean countries, United 
States Army operations in 


World War II 
Me omer" ~ jase Sea, lights. and ‘for sig- 
GED nett omennedigemenatine 
Melamine resins, ‘see Resins. 
Memorandums, see names of depart- 
ments, etc., issuing memoran- 
dums. 
Memorial services, 


McCarthy, 
Memorials, see names of memorials. 
Memphis, Tenn., aircraft accident__- 
Men’s clothing, see Clothing. 
Mental defectives, see Incompetents. 
Mental health : 
pamphlets, etc., reading list... — 
statistics, current reports 
Mental institutions, mental defectives 
and epileptics, 1956... - 
Mental tests : 
forced-choice 


Joseph 


and projective tech- 
niques in attitude measure- 
OS ES a Ne Sail 
Puerto Ricans, English fluency bat- 
A. 7 
Mentally ill, see Incompetents. 
Merchandise, see Commercial 
ucts. 
Merchant vessels, see Ships. 
Mergers, see Business consolidations. 
Mesons, production in nucleon-nucleon 


prod- 


| EE a ee ere y 
Mesquite, control on southwestern 
ee 
Metals: 
binary intermetallic compounds, 


tabulation, and 
O0sNCCUS 3s So sticke wes 
fabricated products, “monthly labor 
turnover rates per 100 employ- 
ees 


bibliography, 
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179 


202 
251 
157 


167 
817 
104 
814 
349 

64 
606 

89 


897 


712 


662 


295 


260 


799 
800 


800 


120 


158 


168 


702 





Entry 
Metals—Continued 
minor, minerals yearbook chapter_— 749 
see also Alloys—also names of ar- 
ticles manufactured from 
metal. 
Meteorologists : 
general, examination announce- 
ments, discontinuance notice__ 277 
research and development, examina- 
tion announcement, discontin- 
vance notice..._........- ‘ 277 
Methy!] isobutyl ketone, see ketones. 
Metropolitan areas, sce Cities and 
towns. 
Mexico: 
foreign trade information on instru- 
a Se a eee Cee 186 
livestock and meat industry...... 606 
technical cooperation agreement ___ 919 
Miami, Fla., housing, community fa- 
cilities and mortgage credit, 
DOERR, scan nnariiidiamone 825 
Mica, in 1956, supplement_______-_~~ 741 
Micro-seismic method of determining 
= of underground open- 
Satin icici ne oot 716 
Middle Atlantic States, see Atlantic 
tat 
Middle East, see East (Middle East). 
Middle Tennessee Council, Inc., Boy 
Scouts of America, land con- 
veyanee, frepert............... 851 
Migration : 
census of population, 1950, popula- 
tion mobility, farm-nonfarm 
| SA te CES Se 243 
horseshoe crab, Limulus polyphe- 
mus in Plum Island Sound__-_- 597 
Military aid: 
agreement with, Luxembourg __—- 926 
background for mutual security_—_ 680 
Military art and science, supply and 
logistics handbook, standard- 
ization H series___"__ 458 
Military education, Army sc hools, etc., 
catalog changes______- 146 
Military government, Trust Territory 
of Pacific Islands, naval ad- 
ministration postwar era, 
1945-47 nacte maith - a a 20 
Military standards_____—~- ... 452-454 
Military supplies : 
Air Force manuals, supply and se 
maintenance— Bi. 06-109 
Army procurement procedure_ 141. 142 
preservation, packaging, etc., tech- 
nical manual_____- - Be See 156 


specifications 


Air Force Dept., military index_ 118 
meng specifications_______ 373-451 
Navy Department___........ 455-456 
standardization, military man- 
OT ted ah Rb aclille 457 
supply and logistics handbook, 
standardization H series... 458 
fe il I Aas EE 145 
supply records course, Army predic- 
gL Aa 3 
Milk : 
dried nonfat, packaging tempera- 
ture, effect on insects in con- 
ae = eit te REDS OT 34 
Federal orders, relationship of 
quotas (address)_._..__----_ 44 
markets, new problems accompany 
new dimensions (talk). .---~ 42 
scales, accuracy tests report. __.. 53 
Millwood Dam and Reservoir : 
construction, engineer report—— 
departmental edition___... ~~ 485 
document edition...._.... ~~ 308 
Mine ventilation, pressure surveys 
with altimeters, methods__ —— 723 
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Mineral engineering, adaptation of 
new research techniques to 
roblems, progress report___- 

Mineral industries, see Minerals. 

Minerals : 


Alabama industry, 
book chapter 

Alaska industry, 
book chapter 

Arkansas industry, minerals year- 


minerals year- 


minerals year- 


defense, exploration program 

Florida industry, minerals year- 
book chapter 

Illinois industry, 


industries, census, 
industry bulletins 
State bulletins 
mineral market reports 
Misdenee! industry, minerals year- 
boo cheater 
Tennessee ~ ustry, minerals year- 


Vermont induste minerals year- 


bee > - ye State industry, min- 
erals yearbook chapter 
see also names of minerals. 
Mines and mining: 
methods and costs— 
Calyx no. 3 and 8 uranium mines, 
mery County, Utah 
Iron Mountain Iron-Ore Mine, St. 
Francois County, 
under ground openings, stability, 
micro-seismic method of deter- 
mining ~~~ 
see also Coal mines and mining. 
Mines Bureau : 
bulletins 
information circulars 
publications, Jan. 1—Dec. 31, 1956__ 
reports of investigations 
safety competition, sand and gravel 
plants, 1956, awards 

Miocene period, porpoises from Cal- 
vert Cliffs, M 

Miscellaneous collection series, 
Smithsonian miscellaneous col- 
lections. 

Miscellaneous publications, see names 
of departments, etc., issuing 
publications. 

Missiles : 

heat capacity of several materials 
for nose-cone construction. __ 

supersonic canard, three-degree-of- 
freedom evaluation of longitu- 
dinal transfer functions 

temperature telemetering research— 

Mission Indians, Agua Caliente band, 
constitution and by-laws _— 

Mississippi, mineral industry, 
erals yearbook chapter 

Mississippi River and Valley : 

flood protection at St. Paul and 
South St. Paul, Minn., engineer 
report— 
departmental edition 
document edition 

Missouri Pacific RR.., 

MMS series 

Mobile homes, see ‘Trailers. 

Modification kit, radio receiving sets, 
specification 

Mohave, Lake, recreational appease 
nities_ 

Mohawk River: 

flood control, engineer report 
departmental edition_ 
document edition 

Molasses, feeding to livestock 
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Entry 


172 


730 
731 


732 
459 


733 
734 


725 
722 


716 


750— 


410 
814 


487 
309 


84 | 


Molding plastics, see Plastics. 

Momentum, see Motion. 

Money, mortgage funds, supply. and 
use, 1920-29 and 1947-—56__-_- 

Monographs, see names of depart- 
ments, ete. issuing mono- 
graphs. 

Monopolies, creation through rapid 
tax amortization certificates in 
— power industry, hear- 


Monroe Wossrseas : 
flood control, engineer report— 
departmental edition 
document edition 
Montana, agricultural 
rogram handbook 
Morbidity, data sources 
Morocco, background 
Morphology, foraminiferal genus Par- 
arotalia Le Calvez 
Mortar boards and shoulder boards_-_ 
Mortgages: 
farm mortgage loans held by insur- 
ance companies 
ee and use, 1920-29 and 
= 


conservation 


interest rates in consumer price in- 
dex, 1952-57 
see also Loans. 
Moths, see Clothes moths. 
Motion : 
economy through use of operation 
and man-machine charts, Army 
Dept. pamphlet 
momentum transfer for flow over 
flat plate with blowing 
Motion picture photography, 


Photography. 
an” pictures, 
t 


Farm-City Week, 


Motor carriers, transport statistics 
rt, 1956 
Motor vehicles : 
emergency, exposure to nuclear ex- 
plosions 
Federal use tax on highway motor 


glass and painting, Federal supply 
schedule 
Motortrucks : 
fork lift— 
side loading, gasoline, pneumatic 
rubber tired, specification____ 
test and inspection of equipment, 
military standard 
Motortrucks in freight service, truck- 
ing mergers and concentration, 
hearings 
farming, 
farming. 
Multimeters, portable, 
specification 
Munitions: 
dangers of armaments Fase, enlighten 
peoples of world, U. N. General 
Assembly ni BM 
regulation, limitation and balanced 
reduction, U. N. General As- 
sembly resolution___ ~~~ 
Mutual defense assistance, see Mili- 
tary aid. 
Mutual security, see Foreign aid— 
Military aid. 


Mulch see Stubble- mulch 


nonelectric, 


N 


N. B. L., see Navy Electronics Labora- 
tory. 


Naphthalene, turbidimetric determina- 





| National, see headings beginning Fed- 
eral—Government—National. 
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Entry 


National Advisory Committee for 
Aeronautics : 
report series (1957) 760-767 
research memorandum RM series. 768 
technical memorandum 769 
technical notes 770-793 
National banks: 
laws governing, revise— 
comparison of bill with existing 


summary of amendments 
National . a of Standards, hand- 


00 796-797 

National ( City, 

special 222 
National Commission for Adult Liter- 

acy, background, purposes, etc_ 464 
National defense, see Civilian defense. 
National! forests, see Wilderness 

areas—also names of forests. 
National bong National Guard regu- 


National” Institutes of Health, 


search grants and awards____ 
National monuments and memorials, 
American military cemeteries 
soe memorials of World a 


see also names of monuments or 
memorials. 
National Museum, proceedings 803-804 
National parks, see names of parks. 
National poultry improvement plan, 

see Chickens—Poultry. 
National Railroad Adjenmeent Board, 

award 
National security : 

Government em program, 
abolition, Smergency Civil 
Liberties Committee campaign 

internal security act administra- 
tion, hearings 

rules to be followed 

National Wilderness Preservation 
Council, create, hearings 
National Wilderness Preservation Sys- 
tem, establish, hearings 
Natural gas, see Gas. 
Natural resources, conservation, edu- 
eation for children 
Naval brass, see Brass. 
Naval ordnance and gunnery 
Naval Seseanah Laboratory, 


vloyees 


report 
825-837 
Naval supplies, see Military supplies. 
Naval vessels, see Ships. 
Navigators, see Aviators. 
Navy 
odestatetwation of Trust Territory 
of Pacific Islands postwar era, 
1945-47 
comptroller manual 
personnel, career facts for figuring 
your future 
public information manual 
shipping guide changes 
structural fire-fighting manual____ 
see also Military government. 
Navy Department: 
manual of employment interview- 
ing 
specifications, see, in main alphabet, 
Military supplies. 
Navy Electronics Laboratory, 
bility design handbook 
Near East, see East (Near East). 
NEL, see Navy Electronics Labora- 
tory. 
Neonatal, see Infants. 
Netherlands, marking and labeling 
requirements 


relia- 





Neutrons: 
air scattering and attenuation, re- 
sults of calculations 
protee against radiation, hand- 


Nevada : 
agricultural conservation 


floods, “Ane. —June 1952 
New England, fisheries, 1956 
New Hampshire, census of mineral in- 
dustries, State bulletin 
New horizons for trade publications — 
New York City, marketing charges for 
California potatoes, 1956 


New York State: 
electric rate book 
fuel adjustment data 
New Zealand, dairy industry, competi- 
tive aspects 
Nichrome, temperature and stress de- 
pendence of atmosphere, effect— 
Nickel, creep-rupture properties in air 
and in vacuum, comparison___ 
Nickel oxide, alkaline storage batteries 
positive plate characteristics__ 
Nitrates, see Bismuth nitrate. 
Nitrogen, identification in coating 
vehicles 
aircraft, multiple-jet nozzles, 
characteristics 
Normandy American Cemetery and 
Memorial, general information_ 
North qaneetan, geologic names, 1936— 


North Dakota, agricultural conserva- 
tion handbook 
North Fork Creek : 
flood control at Brookville, Pa., en- 
gineer report— 
departmental edition 
document edition 
North Huntingdon, Pa., population, 
special census of township____ 
North Sea, ae and fog signals, list. 
Northeast (U 
map, by p mene A divisions, States 
and standard metropolitan 
ozoae census of manufactures, 


hand- 


Noise, 


Norway, lights and fog signals 

Notes, see Treasury notes, 

NPIP, see Poultry. 

NRAB, eee National Railroad Adjust- 
ment Board. 

NRL report series 25 

Nuclear detonations, see Detonations. 

Nuclear particles, see Nucleons. 

Nuclear power, see Atomic energy. 

Nuclear reactors, see Reactors 
(atomic). 

Nucleons, collisions, production of 
mesons as affected by nucleon 
structure 

Nuclides, long-lived, accumulation 
rate, etc., in circulating water 
of Army package power re- 


Nurses and nursing: 
patient care in hospitals, method 

of studying 
professional nurse, foreign coun 
tries examination announce- 


traineeship program, information__ 
Nutrition : 
adequate diet, facts for education 
programs 
education, increasing effectiveness _ 
Nutrition Education Conference, pro- 
ceedings 
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Entry 
Nuts, en, homemakers use and opin- 
Nylon, cloth, oxford, specification... 878 
0 
©. A. BB, ntti 844-845 


Oak, go etl red, silvical charac- 
Oak Ridge National Laboratory, mas- 

ter analytical manual____..~- 177 
GAGE GHB eat ede nod 844-845 
Obstetrics, and related data recorded 

on vital and hospital records, 





District of Columbia, 1952, 
EP EO: MRE S Tat 806 
Oceanography : 
——- ~— stations, establishment 
n— 
Bahama Islands, agreement with 
Geent Te one ~~ 928 
— agreement with Great 927 
OCS, see “Omicer candidate schools. 
Offal, inedible, processing into hog 
feed by ‘small slaughterers____ 507 
Office furniture and equipment, com- 
— and accounting, facts 
~~ SE eee 236 
Office machines, see Office furniture 
and equipment. 
Office supplies : 
cota and accessories, Federal 
ply . SGe. 4.4... 574 
Federa supply schedule______ ~~ 573 
Officer candidate schools: 
Coast Guard, information___..... 289 
selection devices and operational 
CR aceite adee 11 
Officers, see names of services to 
which officers belong. 
Offset duplicating press operators, ex- 
amination announcement. _ 278 
Ohio buckeye, see Buckeye 
Oils, solubility, — on aids re- 
search on utilization.___. ~~ 66 
Okinawa, Tertiary and Pleistocene 
TE RE AEE TOR 650 
Oklahoma : 
agricultural conservation hand- 
book__.~- 24 
eee 642 
Old-age and survivors insurance 
gg Sree 844-845 
Old Hickory lock and dam, land con- 
veyance to Middle Tennessee 
Council, Inc., BSA...-...... 351 
Older workers, see Labor. 
Oliver Wendell Holmes “Devise Per- 
manent Committee, report, 
| RE ES OL CL 846 
Olives, production and table olive in- 

Se Ee Se eiimedcdiccoene 603 
Onions, growing traneplant crop.....- 78 
Operation abolition._.._.....__-- - 343 
Operation teapot (civil defense 

EE aa 180-181 
Opinions, see names of courts, etc., 
rendering opinions. 
Orange, Calif., population, special 

ie intetcinntinnicementneien 211 
Orange juice, powder, synthetic, 

specification cancellation... 411 
Oranges, California and Arizona, 
ec eemendnnntn 566 
Orders, see names of departments, 

etc., issuing orders—<also sub- 

jects. 
I CI  vscncsdcenccndetiemengene 850 
Ordnance, naval ordnance and gun- 

CO Awe oI SE, «A 2 A a a 824 

Ordnance Corps, Army: 
manual ORDM series____________ 850 
property, utilization and disposal 
manual, change............. 850 
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Orego 
Kiamath Indians, termination of 
Federal supervision, amend 
ect, ReesMGususccnioss 
Permian brachiopods___..__..__ 
Ores, see names of metals or minerals. 
— compounds, heat transfer 
OE citing DTS Li 
Organization of Executive Branch of 
the Government Commission, 
1953-55, recommendations, 
84th and 85th Congresses 
action, summary___...._._.. 
Organizational analyeia, see Job an- 


alysis. 

Ornamental plants, see Plants 

ORNL, See Oak Ridge National 
Laboratory. 

Oscillators : 


audio oscillator and identification 
keyer, CAA specification______ 
telemetering temperatures from 
pilotless aircraft, description— 

Oscilloscopes, cathode-ray, vhf, com- 
mercial type, specification.___ 

Outlying possessions, population of 
selected outlying areas of 
United States, provisional esti- 
mates, July 1, 1957 

Ova production of American shad in 
Atlantic Coast rivers.__..._- 

Overseas bases, see Installations 
(military). 

Overseas service, personnel classifica- 
tion, validity and test selec- 
tion, results for combat jobs_—_ 

Oxford cloth, nylon, specification___ 

Oxidation, anodic, of zirconium, 
pe ne fields and current 


ffi 
Oxidation sons des criteria for 
waste stabilization ponds____ 
Oxides, thermochemical properties___ 
see also oxides by name, e. g. 
Nickel oxide. 
Oysters : 
"cultgee at Prince Rupert, B. C__.. 
as and southern, body fluid 
Gs cneieincncnnatieadicibsltiadbilitien 


Pacific Coast : 
transportation lines.__...._...__- 
waterborne commerce, 1955_..___- 
waterborne commerce, 1956_...__ 
Pacific Islands : 
geologic names, 1936-55__.___-_-_ 
lights and fog signals__......_. - 
sailing directions, change__..__~_~ 
waterborne commerce, 1955... ~~ 
waterborne commerce, 1956___.--~~ 
Pacific Islands Trust Territory, see 
Trust Territory of Pacific Is- 


lands. 
Packaging, see Packing. 
Packing : 
military sup oe —_ equipment, 
technical manual_____-_-_-~- 
specification— 
domestic shipment and storage 
cancellation ..........-..~. 


machine gun, Browning, cal. 50__ 
see also names of articles packed. 
Pakistan, economic cooperation agree- 

ee eo Sh ae ee 
Paleozoic era, formations of central 
SSR LS PLS See 
Pamphlets : 
copyrighted, catalog of copyright 
COR ing ne sctedindgce seeds 
see names of departments, etc., issu- 
ing pamphlets. 
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354A 
907 
830 


333 


780 
256 


595 


8 
878 
161 


159 
163 


589 
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498 
506 
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661 


502 
506 


156 


555 
403 


929 


861 
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Panel boards, control transfer, air- 
field lighting, specification____ 
Panels (aircraft) : 
flutter and divergence, infinitely 
long unstiffened and ring-stif- 
fened thin-walled circular cyl- 
ae mmr, ellen it a 
eer thermal properties, anal- 
Paper punches. perforators, paper, 
esk, specification__._._._ 
Pararotolia, morphology and taxon- 
A nner te ee A 
st, insured, agreement with 
China 


Parcel 


Parks, — pneses of parks. 
Partnerships, accounting procedures_ 
Pasture crops, see Forage plants. 
Patent Office : 
prior art patent search, techniques 
of literature searching, recent 


Entry 
414 


760 
129 
567 
908 
937 
887 
901 


ttdciinnittiamtaniniiee, 856 
research and development reports — 856 
Patents: 
decisions, Court of Customs and 
Pease ARNG. ccamniianaas 365 
Eastern Utilization Research 
Branch, list, supplement_____~ 58 
examining procedure, manual revi- 
a ET eS Ee, 855 
regulations of Taiwan___.... ~~ 618 
Patewem 00 SER nccammenonnncittt 867 
Patients, care in hospitals, method of 
CONG i bint Bitrate 878 
Patterns, description, Federal item 
identification guides for supply 
CRIN is 3 citetinsis intimation 370-372 
Pavements, airfields, engineering and 
RS Sr eee 483 
Pay rolls, manufactures, census, 1954, . 
subject bulletin, revised______ 199 
Payrolls,see Pay rolls. 
Peace, through disarmament, U. 8. 
eee ee 867 
Peacemakers (remarks)... _ 802 
Peanuts: 
homemakers use and opinions___~~ 90 
stocks and processing, seasonal re- 
port 1939-40 to 1956—57_____ 43 
Virginia-Carolina supply situation 
(PGIITRG) bsntckslnadiiiiticines 293 
Pecos River : 
Carlsbad, N. Mex., flood control, en- 
gineer report— 
departmental edition____..__-_ 490 
document edition_____._______- 319 
Pegmatite, — Pennington Coun- 
ty, 8. Dak., geology and beryl 
de posits aL Ltt Sere A etl 649 
Peuningte® County, 8. Dak., Peerless 
pegmatite, geology and beryl 
NN Ne naan 649 
Pennsylvania : 
anthracite mines, flood prevention 
Re ek ne be eeneant 715 
national electric rate book___. ~~ 524 
fuel adjustment data_______-_~_~ 536 
Pensions, employee, Federal Govern- 
ment plans (address)_______~ 691 
Percentages, tables for computing 
nuere fF 40 S00... ......- 49 
Perforators (paper), see Paper 
punches. 
Performance (psychology) : 
aircraft mechanics, scoring system 
for E—4 fire control test_____-_ 121 
Periodicals, copyrighted, catalog of 
copyright entries____________ 861 
Permian period, brachiopods from cen- 
CP Qe to 907 


Do not order from index; see indicated entry 





Personality, research relating to chil- 
dren, studies in progress 
Personnel clerks, 
ita AE TN GTS 
Personnel management, see Adminis- 
trative management. 
Personnel manual, see Civil service. 
Personnel Research Branch : 
technical research notes_......___ 
technical research reports_.._...__ 
Personnel research for officer candi- 
OTTER 
Peru, preparing eepente Wiincedivdiinitees 
Pests, forest pest leaflet......_..___ 
Petrochemicals, industry, location fac- 
> erga 
Petrography, see Rocks. 
pH, see Hydrogen-ion concentration. 
Phase control, unit, specification____ 
Phosphates, coatings on steel, effect of 
corrosion preventives on chro- 
ef eee Te 
Phosphorus : 
compounds, analysis in plant ma- 
RE eer ane 
identification in coating vehicles__ 
Photographic apparatus and supplies : 
Federal item identification guides 
for supply cataloging... ~ 
Federal supply schedule______ ~~ 
see also subjects. 
Photographic processing, see Photog- 


examination an- 


raphy. 
Sestensanhe, processing machine, au- 
tomatic, ete., specification... 
see also Aerial mapping. 
Physics, a statistics, elemen- 


ta 
Picatinny "Seana Dover, N. J., 


tech- 

Bee ttnnitins 8 
Pictures, see Motion pictures. 

Pigments, lead and zine, minerals 


yearbook chapter_._._...-_ 
Pilchard, Pacific sardine, fecundity—_ 
Pilots and pilotage, see Aviators. 
Pine, littleleaf disease__......_. 
Pipe and pipe fittings, pressure, Water 

and sewerage works require- 

“ae summary of informa- 


Pitch (aircraft) : 
gust- alleviating properties, investl- 
gation 
Planes (aircraft), see Airplanes. 
Plant diseases, see Diseases of plants. 
Plant lice, see Spotted alfalfa aphid. 
Plants: 
dune formation and stabilization__ 
explorations, ornamentals, Japan__ 
phosphorus compounds, analysis__ 
see also Diseases of plants. 
Plants (industrial) : 
defense facilities assistance pro- 
gram, agreement with France_ 
small, foreman relations, improve- 
ee 
see also types of industrial plants. 
Plastic sheets, see Sheet-plastics. 
Plastics : 
laminated— 
glass-fabric base, weathering __ 
thermosetting, specification____— 
molding and molded plastic parts, 
thermosetting, specification—_ 
plastic laminates, cores, and sand 
wich panels, thermal proper 
COG,” GEE ccenelninnsocththide 
plastic sheet, laminated, copper- 
clad, specification... . 
resistance to outdoor exposure____ 


854 


65 
848 


372 
572 


185 
686 


496 


52 


920 
899 


127 
412 


408 


129 


415 
851 
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Entry 

Plates (metal, etc.) : 

flat, in supersonic flow, effects of 
leading-edge blunting on local 
heat transfer and pressure dis- 
OE ST A 6 ie 784 

steel plates from fractured ships, 
correlation of metallurgical 
ae” See 894 

see also names of metals, etc., of 
which plates are made. 

Pleistocene period, see Glacial period. 

Plum Island Sound, migrations of 
horseshoe crab, Limulus poly- 
SS ae eae 597 

Plywood, hardwood, facts for indus- 


a 
Pneumatic drills, see Drills (tools). 
Pneumatic hammers, see Hammers. 
Pneumatic wrenches, see Wrenches. 
Pens, growers. 9elee....enne«.4>-~ 638 
Poling, Daniel A., staff consultation, 
ideological fallacies of com- 


i Danicinnicnaneiniiiahindaakaibonsnads 338 
Polyethylene : 
dielectric material, specification__ 394 
mechanism of transfer of materials, 
theoretical investigation... _ 125 
Polyisoprene, coral rubber, evalua- 
ts ee eee eae 883 
Polymers and polymerization : 
evaluation handbook... - -~~~ 128 
permeability, solubility, and diffu- 
COs Br GA ciiiccimaicmne 125 
see also Biphenyl polymers. 
Polymethyl acrylate, preparation____ 852 
Poplin, cotton, specification__._.___~ 377 
Population : 


census, 1950— 
mobility of farm-nonfarm mov- 


SS ne ee 243 
re 243 
current population reports— 
labor force series__....... 207-208 
population estimates series_._.. 209-210 
special censuses series_....__ 211-230 
United States—— 
provisional estimates, 1950—57__ 210 
States and outlying areas provi- 
sional estimates, July 1, 1957_ 209 
work experience in 1956_____----. 207 


see also names of States, ete. 
Porpoises, Miocene, from Calvert 


- a a ear 804 
Portable, antenna mast, glide, slope_— 258 
Post Office and Civil Service Commit- 

tee, House, hearings._...--.. 336 


Post Office Department : 
postal manual— 


chap. 1, revised index_____--_- 859 
chap. 2, revised index... ___ 860 
Post offices : 
by States and counties__...._.- 858 
Ce ae eae 857 
manual— 
chap. 1, revised index... -_~ 859 
chap. 2, revised index... __- 860 


Postal service, see International pos- 
tal service—Parcel post—Post 


offices. 
Posters, Education Office__...... 467 
Potatoes : 
facts for consumer education____ 75 
marketing charges for Califorria 
long white, 1956, season____ 88 


Potentiometers, copper-mandrel, per- 
formance in A-—C operational 
eae 847 

Poultry : 

location of production, factors af- 


fecting (address)_..._______ 45 
market statistics, 1956, errata___ 96 
national improvement plan, facts__ 60 





Entry 
Poultry—Continued 
plants operating under poultry in- 
spection and grading programs, 
RE NE RSS 29 
see also Chickens. 
Powder-blowers, hand, specification__ 543 


PRB, see Personnel Research Branch. 
Prediction (psychology ) : 
combat arms, selection of experi- 
mental predictors for longitud- 
| RRS ESS apee. 1 
selection devices and operational 
use in selecting OCS officer 
a ET ea SE 11 
success in— 
carrier repair, teletype mainte- 
nance, and power equipment 


COREE onda en 10 
engineer equipment and automo- 

tive, maintenance courses____ 9 
transportation movement control 

and supply courses__.__.__ ~~ 3 


President’s Citizens Advisory Com- 
mittee on Fitness of American 
Youth, report of ist annual 
conference 

President’s Committee on Education 
Beyond High School, 2d re- 
ef A eee 868 

President’s Committee on Govern- 
ment Contracts, equal job op- 
portunity, annual report____~ 861 

President’s Council on Youth Fitness, 
report of ist annual confer- 


ae Sy ee 866 
Pressure : 
phenomena inside protective shel- 
ters following nuclear detona- 
tion, biological effects_______ 180 
static, measurement on aircraft. _ 791 
Pressurized water reactors, see Re- 
actors (atomic). 
Prices : 
consumer price index, mortgage in- 
terest rates, 1952—57_..____- 701 
price supports— 
function in agriculture (ad- 
ee Ft EP 70 
look at present situation (ad- 
GORGE didi ncitdccbecewasd 292 


see also Cost—also names of com- 
modities. 
Primers (ammunition) : 

K 47 electric, detonation_____- 834 
Primitive areas, see Wilderness areas. 
Prince Rupert, B. C., lobster and 

ge, SRR eee 589 
Proceedings of National Museum__ 803-804 
Processing machines, photographic, 

ete., specification._....__.-_- 413 
Procurement, see Army—Government 

contracts—Military supplies. 
Producers’ cooperatives in Soviet 

ee et et 696 

Production : 
defense production act, voluntary 
agreements program, Attorney 

Generar s SN0Ol6...<ecmnrece 352 


aiecisammeananeeientiimamenimmiaanenes 30 
see also names or classes of com- 
modities. 
Professional papers Geological Sur- 
Ai ERTIES eI 647-650 
Propellants, see Fuel. 
Propellers, slipstream, deflection for 
vertical take-off, flapped wing 
EL eee: AP 790 
Property, tax assessments in U. S__-- 193 
Prospecting, uranium, errata__.____-~ 182 
Public assistance: public assistance 
DOGS eitintintititinin tin centncits 869 
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Public funds, accounting for re- 
= at allotment level, 
Public health, see Health. 
Public Health Service, research grants 
gil el A Ne Ti 
Public information : 
Og 
right of Congress to obtain access 
to CAB files, hearing_....__ 
Public lands : 
acquisitions for reservoirs, joint 
Army-Interior policy, hear- 
National Wilderness Preservation 
System, establish, hearings... 
Public property : 
National Guard regulations... _— 
ordnance, utilization and disposi- 
tion manual, change_____-____ 
Public Vee Committee, Senate, re- 
ili iicinnscenl ix teckeceanihitiansdiaeedestitaimin ams 
Publication of Customs Tariffs, In- 
ternational Union for, see In- 
a Union for Publica- 
ion of Customs Tariffs. 
Publications, Federal supply sched- 
see also Government publications— 
also names of departments, 
ete., issuing publications—also 
subjects. 
Puerto Rico, English fluency battery 
to predict success in English 
roficiency and military per- 
RIE EO 
Pullman Co., transport statistics re- 
Sr eye 
Pumps, Federal item identification 
guides for su ply cataloging— 


Purchasing-cooperatives, see Coop- 
eratives. 
PWR, see Reactors (atomic). 
Qa 


one Oe, Gt 

uantum mechanics, see Mechanics 
(science). 

Quapaw deposit, bauxite ore, labora- 
tory investigation.__.._.______ 

Quartermaster Corps of Army, officers, 
career of service__.__.._____ 

Quartermaster General of Army, 
ee ee ene Lee 


8 4 OSS. en 
Rabbits, plants o opens under in- 
spection and grading programs, 
i Sea Bs 
Radar, bombing, map-match method, 
assessment of navigator per- 
OS aS en eee 
Radarscopes, sco my task 
of aircr a 
Radiation : 
devices, incidental and restricted, 
ee ear 
neutron, protection, handbook... 
see also Gamma rays. 
Radio communication, incidental and 
restricted devices, regulations. 
Radio receivers, see Receivers (radio). 
Radio waves, » pregnantion from rocket, 


metho enepoaneng electron 
densities in ionosphere, cor- 
IED conmeuniiemeaptmmiemmenioes 


Radioactive substances, waste prod- 
ucts, design criteria for sta- 
bilization ponds__.......--.. 

~~ fallout effects, bibliog- 
 cnntatenienepntnnnieieds 


Entry 


838 


801 
843 
335 


330 
355 
798 
850 
351 


686 
371 


251 
751 


884 


65-66 


116 
122 


510 
796 
510 


827 


159 
170 





Entry 
ome airborne survey in Lem- 
itar-Ladron area, N. Mex... ~~ 173 
Radnor, Pa., population, special 
census of township... 14 
Railroad accidents: 
eee 682 
SRG ansnitstastemmanniinmnnneans 684-685 
summary and analysis bulletin... 682 
Railroad Adjustment Board, see Na- 
tional Railroad Adjustment 
oard. 
Railroad cars, transport statistics 
EEE nt lincndemensranameperemandues 686 
Railroads : 
carload waybill statistics, 1956, 
traffic and revenue, distribu- 
tion by commodity classes___-_ 683 
lessors and proprietary companies, 
eS cetetntiteennnttnnnttsines 686 
transport statistics report, 1956___ 686 


Railway Express Agency, Inc., trans- 
port statistics report, "1956.. 686 
Ranges (stock), see Stock ranges. 


ON RRR GE ete 65-66 
Ratings, glider requirements, civil air 
regulations correction... 262 
Rayon: 
banner cloth, specification._...._ 872 
lining, specification............_ 876 
REA, see Rural Electrification Ad- 
ministration. 
ee  teeeeeeewens 890-891 
Reactor fuel elements, specifications. 176 
Reactors, electronics, laminated iron- 
core, specifications.__.._....- 255 


Reactors (atomic) : 
Army package power, long-lived 


circulating activity... 164 
liquid metal fuel, preliminary de- 
ey See 165 


nuclear, commercial power produc- 
tion, aspects and cost factors, 


literature search__.......-~. 175 
physics and engineering training, 

design and feasibility study__- 166 
pressurized water, fuel elements, 

specifications ............--- 176 


shielding characteristics of air, soil, 
water, wood and other common 


RE le ecciahenienneseienni 179 
swimming pool type, gamma radia- 
tion attenuation, calculation. 169 
types developed in U. S., technical 
information summary-—..__..- 178 
Reading, down-to-earth, list...--.-.. 870 
Reading Co. (RR.): 
accident am et ka SS a 685 
Real estate, see Farms. 
Realm of the wild, film, notes....... 77 


Receivers (radio) : 
ventilation characteristics, modifi- 
cation kit to improve, specifi- 


CE .nanneunenapemeemtaremeats 410 
Reclamation of land, projects, settle- 
ment opportunities__.._...--. 888 


Reclamation projects, see Reclama- 
tion of land. 
Recording instruments, see Sound re- 
cording and reproducing equip- 
ment. 
Records, forms, Federal supply 
ee 574 
see also names of departments, 
etc.—also subjects. 
Rectifiers, power supply, ILS, specifi- 
 ntddaidiatabitnmmrnn 257 
Red oak, see Oak. 
Redbank Creek : 
flood control at Brookville, Pa., 
engineer report— 
departmental edition-....--.~.- 489 
document edition._...--.---.-- 305 


Do not order from index; see indicated entry Page 91 











Redevelopment (city planning, etc.) : 
Federal assistance to labor surplus 
ee, Te iekwsanéaneneane 
urban renewal— 

provisions of housing act of 1949, 
—_—_ a Ce at ae 
teamwork by citizens and govern- 
SS ee 
Refrigeration and refrigerating ma- 

chinery, see Refrigerators. 
Refrigerators, portable, refrigeration 


unit, mechanical, panel type, 
specification pili ep lesan eaaminenatey 
Regulations, see names of depart- 


ments, etc., issuing 
tions—also subjects. 
Rehabilitation of the disabled: 
proceedings of Institute on Reha- 
bilitation Center Planning____ 
rehabilitation service series 
Repairing, see subjects. 
Reporters and reporting, 


regula- 


Court of 


Claims, instructions._.._ ~~ 
Reports, watchman’s system, specifi- 
ED ~ enseietennieieeemeianamaiennes 


see also names of departments, etc., 
issuing reports—also subjects. 
Reproducing instruments, see Sound 
recording and reproducing 
equipment. 
Reproduction, see Generative organs. 
Republic of Korea, see Korea. 
Rescue work, skills and techniques, 
civil defense \ ES apt Pes 
Research : 
AEC research reports 
grants and awards of Public Health 
SS ee ee 
see also names of departments, etc., 
doing research—also subjects. 
Research bulletins, papers, etc., see 
names of issuing agencies. 
Reservoirs, Army-Interior joint land 
acquisition policy, hearings... 
see also names of reservoirs. 
Resins, urea and melamine-formalde- 
hyde, isocyanate and urethane, 
detection in coatings__._..___ 
Resistance of plastics to outdoor ex- 
St Ulceesdenditiniettnenendumeeiaiennenettinenn 
Resistors, see Electric resistors. 
Respiratory equipment, see Breathing 
apparatus. 
Retail trade: 
report, annual, 1956.._.._...._ . 
sales growth in central business dis- 
tricts and their metropolitan 
areas, summary statistics.____ 
Retirement, see Social security. 
Revenue, carload waybill statistics, 


Rewards (prizes, etc.) : 
Se Gee cencece<<cnese 
safety awards to sand and gravel 
plants, 1956 
Rhode Island: 
agricultural conservation program, 
handbook 
census of mineral industries, State 
Ds sa citncciedhniestn asic atninignabcide 
Rio Grande: 
and tributaries at Socorro, N. Mex., 
flood control, engineer report— 
departmental edition__.._.____ 
document edition._____-_._---_ 
Raver? Ga, Ge, Bec wees enna 
Rivers : 
Atlantic Coast, ova production of 
i |, eee 
longitudinal stream profiles, Vir- 
ginia and Maryland, studies__ 
Roaches, see Cockroaches. 
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326 
658 


659 


432 


509 


158-181 


801 


330 


849 


190 


135 


683 
143 
719 


491 
348 
77 


595 





Roads and highways, haulage, lignin 
sulfonate use for dust control_ 
Rock bursts, micro-seismic method of 
determining stability of under- 
ground openings.._.._..__._ 
Rock Creek Nature Center, invitation 
to visit, general information_-— 
Rock Island Arsenal Laboratory, tech- 
eae ci a 
Rockets, use in measuring electron 
naman in ionosphere, correc- 
Rocks, petrogtaphical investigation of 
alt Wash sediments_____.__ 
Rods, see names of metals, 
which rods are made. 
Rolled-towel seed tester for corn _- 
Rotation of crops, effect on wireworms 
in irrigated lands__......_ ~~ 
Rubber : 
synthetic— 
coral, Cis-polyisoprene, 


ete., of 


evalua- 
“TIn- 
re- 


government-owned facilities, 
stitute, W. Va., disposal, 
port to Congress ne eee 
Rubber Producing Facilities Disposal 
Commission, disposal of Insti- 
tute plant, report to Congress_ 
Rubber stamps, fixed and removable, 
food inspection approval, spec 
ly EE, SE 
Rules (measures) : 
sounding, jointed, specification___— 
Rural communities, Federal assist- 
ance to labor surplus areas, re- 
ee ee nn ee 
Rural maar see also Country 
e. 
Rural development program, in action 
(notes used in address)____-- 
Rural electricity, see Electricity. 
Rural Electrification Administration : 
REA bulletins.____..______ 
telephone borrowers securities, divi- 
dend payments on stock re- 
demptions, calculation.___-_~ 
telephone loans, security require- 
Rural life, see Country life. 
Rural social science, see Sociology. 
Rust, see Corrosion and anticorrosives. 
Rust removing compound, phosphoric 
acid base, specification cancel- 
Pee nibateidstinendnneameme 


8. C. S., see Soil Conservation Service. 
Safety of life : 

atomic energy program, protection 

against neutron radiation, 

ON SN ee Ce or 

competition, sand and gravel plants, 

See, . SE Sa ok eebwait 

HHS series 

safety standards for shaft sinking_ 

Sailing directions, see names of lo- 
calities. 

St. Francois County, Mo., Iron Moun- 
tain Iron-Ore Mine, mining and 
milling methods and costs__—-~ 

St. Paul, Minn. : 

flood protection, engineer report— 
departmental edition___.____--~ 
document edition__._._..___-_----_ 

Salaries, wre ey Senate 
and 
1956— 

Sales, by pte al retail trade report_— 

see also names of commodities, etc. 
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Saline County, Ark., bauxite ore from 
Quapaw deposit, laboratory in- 
OD itciicicnnmenn dinate 

Salmonidae, see Trout. 

Salt : 

minerals yearbook chapter 
production, 1956 
Salt Creek : 
flood control, engineer report— 
departmental edition__._.__.._-.-~ 
document edition.__......._ ~~ 
Salt Wash sandstone, see Sandstone. 
Salvelinus namaycush, see Trout. 


Samples, commercial, importation, 
CONVENED ii ct dition 
San Francisco, Calif., food stores, 


wage factor in retailing meat_— 
San Juan Magnetic Observatory, mag- 

netograms and hourly values_— 
Sand: 


in 1956____- 
minerals yearbook ‘chapter__ 229 SGA 
nearshore, wave-generated ripples_ 
plants, safety competition awards, 
Ra ee tT A 
Sand castings, see Castings. 
Sand dunes, see Dunes. 
Sand Lake, ground water in area___- 
Sandstone : 
crushed and broken, 
eral industries, 1954, industry 
i i el a TT i 
Salt Wash sediments, petrographi- 
cal investigation___- 


census of min- 


Sandwich constructions, see Air- 
craft—Panels (aircraft). 
Sandy Lick Creek : 
flood control at Brookville, Pa., en 


gineer report— 
departmental edition.__.....---- 
ee 
Santa Maria, Calif., population, spe- 
ATT a 
Sardinops caerulea, see Pilchard. 
Sateen, cotton, carded, specification—_ 
Saudi Arabia, licensing and exchange 
OLR OLE I 
Savings and loan examiners, examina- 
tion announcement. ~~~ 
Savings banks, see Banks and banking. 
Scales (weighing instruments) : 
milk, accuracy tests report_____--_ 
Scaling of zirconium and zirconium 
Scallops, sea, fishery boats and gear__ 
Scanners, integrated logic accumulat- 
ing scanner description, etce___ 
Scattered gamma rays from thick ura- 
Ce) ae 
Scattering, air, of gamma rays and 
BSESEERS ccccwewecceeseeéose 
Scholarships, science, information_-—— 
School buildings, over crowded facili- 
School children, see Children. 
School facilities, see School buildings. 
Schoolhouses, see School buildings. 
Schools, process of transition from 
school to work, poster 
see also Military education—School 
buildings. 
Science: 
elementary, experimenting... ...~~ 
natural science, examination an- 
I it ct mpedilion 
oe ng = information____.... 
teachers, .inetitut[es......<<<«<- <<< 
Scientists : 
manpower, development, views and 


CRETE, Pe ie ~digintine cutie 
manpower utilization in Federal 
Government, hearings___...--~ 
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Entry 


751 


754 
744 


488 
315 


204 
174 


489 
305 


467 


462 
263 
818 
817 
819 
336 





Entry 
Scientists—Continued 
see also Agricultural research sci- 
entists. 
Scopes, see Radioscopes. 
Scrap, iron and steel, minerals year- 
SS eee 727 
Scrapie, symptoms, eradication pro- 
ee SR Ee reer: 50 
SCS, see Soil Conservation Service. 
Sealing compounds: 
inert, for use in ammunition, speci- 
OF Se a Pear 434 
synthetic rubber, hose cover repair, 
EE SLE Nee ee 433 
Securities exchanges, act of 1934, as 
amended to Aug. 10, 1954. .- 892 
Seeds: 
treatment of grain seed_____.. ~~ 91 
vegetable, storage recommenda- 
ET Es EE a §2 
see also Grasses—also names of 
plants. 
Seizing the initiative in the West___ 712 
Selective service, see Conscription. 
Selective Service System : 
operation principles__.......- 893 
special monograph___-__ 2 893 
Senate, action on Hoover Commission 
reports, summary______..-__ 333 
Senate documents__...._._______ 346-348 


Senate reports, public bills_ 
Sequoia National Park, ge neral infor- 


“ 349-351 


mation_ ee S's 815 
Serial set (congre ssional) _ +e 296-297 
Serials, copyrighted, catalog of copy- 
eee We oe eas 861 
Settlement of land, see Land. 
Sewage : 
community facilities, Miami, Fla_- 325 
pipe requirements, summary of in- 
cat eerl tl is “eal 185 
waste stabilization ponds, design 
lil Ri GTB lia Rae 159 
Sewers, see Sewage. 
Shad, American, ova production in At- 
famtee CORSE FIVETG. nncnnccne 595 
Shaft sinking, safety standards_____ 724 
Sheathing, felt, coal tar saturated, for 
wooden hulls, specification can- 
TT trtiettonentneetaenninatinnme, 441 
Sheen, Fulton J., staff consultation, 
ideological fallacies of com- 
i iceecnmndiaiettidiatenaeteendtemanes 338 
Sheep, scrapie, symptoms, eradication 
TIT 50 
Sheet metal, see names of metals. 
Sheet-plastics, laminated, copper-clad, 
TT ncentharteienstngeentnmestens 415 
Shefferman, Nathan: 
activities and relationship to 
a investigation, hear- 
ietaeeihtinianettatnealimmatn aetna 354 
misuse of labor union funds, hear- 
le tl a aT a 354 
Shell Creek : 
and tributaries, flood control, engi- 
neer report— 
departmental edition...-...... 492 
document edition.............. 812 
Shells (aircraft) : 
thin-walled, having reinforcing 
cores, etc., torsional stiffness. 766 
Sheridan Lake, Colo., railroad acci- 
len Retin ene eh 684 
Shielding, characteristics of air, soil, 
water, w and other com- 
mon materials__.-.......... 179 
Ship Structure Committee: 
DET Ml ccnctnemtemmieeetionwee 894 
— "Sree renee 895 
Shipments : 
one. marking, Federal stand- ses 











INDEX 


Entry 
Shipments—Continued 
domestic, preservation, packaging, 
packing, and marking, specifi- 
eation cancellation._.._...- 555 
prypenins shipments to— 
Seal NE IER ST 616 
South , re 617 
Union of South Africa__.... _- 617 
Shipping, Navy shipping guide 
SE... -.ccercnmaihilisiinntiiis 938-939 
Ships: 
fractured in service, steel plates 
involved in structural failure, 
correlation of metallurgical 
| Serene 894 
machinery installations, operation 
and maintenance, naval offi- 
Se Se eee 822 
transfer to foreign flag, amend 
shipping act, hearings___.___ 856 
see also Landing craft—Towing. 
Ships Bureau, manual, chapter_____ 896 
Shock waves, detached shape and 
location, predicting_._.._._._____ 788 
Shrimps: 
breaded, standards meeting... __ 588 
commercial, marking with biological 
EE RET 601 
fisheries of Central and South 
ES 602 
Sicily-Rome American Cemetery and 
Memorial, general informa- 
RR alia 182 
Sick, see Diseases. 
Signals, see Fog signals. 
Silicon, identification in coating ve- 
(i A TSC NT TI 848 
Silk, woven goods finished, 1956, facts 
i intact 233 
Silver, compounds, tabulation, bibliog- 
raphy, and structure__..._-_. 168 
Silviculture, see Forests and forestry. 
Siuslaw River: 
and bar improvement, engineers 
report— 
departmental edition... ~~~ 493 
document edition._.-..-_--.--_ 316 
Slate, crushed and broken, census of 
mineral industries, 1954 in- 
Gy Wide cccenesenrces 204 
Slaughtering, small plants processing 
Gee Ger Gee ek. ae 507 
Slipstream, see Propellers. 
Slum clearance, see Slums. 
Slums: 
clearance, Federal laws authorizing 
assistance, excerpts_.___._-- 658 
urban renewal, teamwork by citi- 
zens and government... _-~ 659 
Small business, see Business. 
Small Business, Select Committee on, 
House : 

ee re eee 837 

reports ___- 322-323 
Small Business, “Select Committee ‘on, 

Senate : 

MEER a Ste ES SERS AST 859-360 
Small plants, see Plants (industrial). 
Smithsonian contributions to astro- 

ET iE REAM FMEA 904 
Smithsonian Institution: 
board < regents, annual report, 
departmental edition._.....-_ 903 
document edition__.-......__-- 802 
Smithsonian miscellaneous collec- 
has haiseh cotati dsilentheerhinemichdttabdie 
Be ee ES 
Soap, toilet, specification 





Social security : 
retirement test for farm people__- 
te ~ — oe taxes, guide for 


arm 
see also Disability insurance. 
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Social work and problems, research 
relating to children, studies in 
progress ~_- 

Social workers: 

clinical, examination 
ment 

education exchange opportunities, 
1958—59 





announce- 


group leadership in staff training__ 
Sociology, farm families, selected 
I cernencctinticedtnclaubbines 
Sororro County, N. Mex., 
radiometric survey—_._~.-~ ~~ 
Sodium and sodium compounds, min- 
erals yearbook chapter... - 
Soil conservation : 
building community 
ep a ee 
ee ae 
see also Agricultural conservation 
program. 
Soil Conservation Service: 
aS 


conservation 


.. .f & © Seeeetie 
Soils: 
future research (talk)... -- .. 


survey progress (statement) —~—~- ~~ 
survey work, ways to increase ef- 
IIIS Uilliancchletscheeneiahiinaesaeannet 

Solar corona, see Sun. 
Soldering guns, specification.___...-~ 
Solubility, fats and oils, prediction 
aids research on utilization. __ 


Solutions (chemistry), see Heat of 
solution. 

Sonic equipment, see Sound. 

Sound 


ultrasonic thickness measurement, 

quality control digest__.....- 
ultrasonics, use to measure fluid 
flow within thick-walled fies. 


Sound recording and _ reproducing 
equipment, recording and 
transcription service, Federal 
ie (ill a aS 

Soups, tlon -- -flavored base, specifica- 

South (U. S. 

pooh IF activities in area, in- 
vestigation, hearings_..._._-. 

South Africa, see Union of South 
Africa. 


South om spaced shrimp fisheries sur- 
South “Atlantic States, see Atlantic 
States. 
South Carolina: 
national electric rate book... _--- 
fuel adjustment data__... ~~~ 
Sonth St. Paul, Minn. : 
flood protection, engineer report— 
departmental edition._....~~~- 
document edition 
South West Africa, preparing ship- 
menes 00....ccece<ceeeeceawe 
Southampton, Pa., population, special 
census of lower townshi 
Southern Forest Expirement Station, 
occasional paper___.._---~-~-~ 


Southern Pacific Co., right-of-way for 
Eagle Creek —— release 
interest to U. 8., report... 


Southwest (U. 8.): 
rangeland, mesquite control__.__— 
cs & « States, see Southwest 
Ss. 


Soviet Pty see Union of Soviet 
Socialist Republics. 

Specialists, see types of specialists or 
occupations. 

Specifications, see Militar 
also names of de 
ete., issuing speci 
also subjects. 


supplies— 
rtments, 
cations— 
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68 


912 
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357 


602 


525 
537 


486 
318 
617 
212 


350 
85 
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Spectra, oscillations of 2-dimensional 
9 eee 
Spectrum, see Spectra 


oa photographic film, hand 
gree 16 mm and 35 mm 
Spotted I altaifa aphid, , control____--- 


Stability of aircraft 
automatic aileron trim control de- 
vice, effectiveness____.... ~~ 
longitudinal, gust-alleviating prop- 
erties of pitch damper... 
transition-flight tests._......_..... 
vertical take-off, flapped wing ef- 


fect in deflecting propeller 
SRS 5 ee 

Staff development, see Administrative 
management. 


Staff training, group leadership in 
RE eae 

Standardization, see Standards and 
standardization. 

Standards and standardization: 


Federal standards___________-- 56 
military manual for specifications_ 
45 


military ee a 
standardization manual M (series) — 
see also subjects. 
State College, Pa., population, special 
CORSE onc ewnteeeepoeeeeceeesen 
State Department, publications, list._ 
Statements, see Addresses, lectures, 


etc. 
Static electricity, see Electrostatics. 
Static pressure, see Pressure. 
Stationery, Federal supply schedule__ 
Statistical clerks, examination an- 
BOURGES ontissceesesuwswn 
Statistical publications, see names of 
departments, etc., issuing pub- 


lications. 

Statistics, world trade taspemntien 
Nee 

see also Vital statistics—also 
subjects. 

Steel : 

alloy— 


Entry 
769 


545 
86 


761 
789 
781 


790 


869 


7-568 
457 
2-454 
457 


230 
917 


574 
271 


623-631 


sheet and strip, specifications. 442-448 


bars, carbon, cold finished and hot 
rolled, specification Rathi abtiilinnnite 
foundries and _ ingot 
facts for industry 
mild, in tension at i960, brittle 
RCW iticdkwetceccegmeonsion 
scrap, minerals yearbook chapter — 
shapes and forms, consumption, 
census of manufactures, 1954_ 
Steel mills, shapes and forms con- 
sumption, census of manufac- 
MESES CSN 
Steroids, chemical compounds, Pat- 
ent Office recent advances in 
search problems_....____.~-~ 
Steuben County, N. Y., 
Co ee eaeeeeere 
Stiffeners (aircraft) : 
riveted, crack-extension-force, 
LS 
Stock ranges, southwestern, mesquite 
control 
ee, _, eae 
Stone: 
woes and broken— 
census of mineral industries, 
1954, industry bulletin... 
dimension, census of mineral in- 


dustries, 1954, industry bul- 
Es Ses 
Storage: 
preservation, peckaging, packing 
and marking, specification 
EE ee eee 


Cochatens manesh.....ncceantesucie 
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561 
235 
12 
196 
196 


856 
217 


826 

85 
471 
746 


204 


203 


555 
157 





Storage batteries, alkaline, nickel 
oxide positive plate charac- 
SUR s gb comotiiwboticce 
food, relationship between 
wages and value of meat sales_ 
Strains and stresses : 
crack-extension-force near riveted 
Catt a<teminsptitimgmitinein 
creep-rupture properties of S—816 
alloy at 1,500° F, overheating 
RR OE EI 
structures to resist effects of 
atomic weapons, design....__ 
torsional stiffness of thin-walled 
shells having reinforced cores, 


Stores, 


etc 

Streams, see Rivers. 

Strength of materials, design of 
structures to resist effects of 
atemic woapens.............. 

see also names of materials and 
articles. 

Stresses (mechanical), 
and stresses. 

Strikes and lockouts, activity and 
size of firm, relationship.___-_ 

Strip mines, see Coal mines and 

Strips 


see Strains 


mining. 

(metal, ete.), see names of 

als. 

Structures, see Strains and stresses. 

Stubble-mulch farming, research ex- 
perience in Western States... 

Students: 

high school, holiday work... ~~ 
in higher education, 
PO 
trainees— 
forestry, examination announce- 
ment 
various optional fields, examina- 
tion announcement 

Subsistence, authorized articles for 
issue and sale in commissaries, 
CRs Sth wwaitdibunteconte 

Sugar maple, see Maple. 

Suits, women’s and misses’, 

ee ee 

camagnetes and relation to 

emission-line corona, 1950—53_ 

Supersonic flow, see Flow. 

Supplies, see Government supplies— 
ed supplies—Office sup- 
plies. 

Supply and demand, commercial fish- 
eries, Oct.—Dee 957 

Supply clerks, examination announce- 
ment 

Supply schedule, see Federal supply 
schedule. 

Supreme Court, cases adjudged, 
United States reports____.__- 

Surveys, see subjects of surveys. 

Swatara, Pa., population, special 
census of township._........ 

Swine: 

offal as food, processing, etc., by 
small slaughterers_.......~- 
productien and price (address). 

Switchboards, patching, communica- 
tion, telegraph, specification... 

Switches, see Blectric switchgear. 

Switchgear, see Electric switchgear. 

Synthetic gas, see Gas. 

Synthetic orange juice, see Orange 
juice. 

Synthetic rubber, see Rubber. 

Syria, foreign trade, 1955-56_....-.- 


? 


Sun, 
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from number 1 to 250 


Entry 


835 
89 


826 


772 
484 


766 


484 


707 


98 
955 
463 


592 
271 


623 














Tail (aircraft) : 
horizontal, loads in pitching man- 
euvers on | arene swept wing 
jet bombe 
Taiwan, see Sestnden: 
Take-off (aircraft) : 
vertical, flapped wing effect in de- 


INDEX 


Entry 


792 


flecting propeller slipstream._._ 790 
Tamarack, silvical characteristics___ 636 
Tanks, storage, canvas, water, etc., 

RETIREES ced 445 
Tariff : 

customs regulations, 1954, revised 
|e IE pet ee EE 366 
decisions under customs law, Court 

of Customs and Patent Ap- 

OUI occtititnentieeininiamenieneaiit 364 

levels, international comparisons, 

nature and significance______ 627 

role of United States tariff and 
effects of changes in duty 

STIG ceccnemepincitinaineiimenens 626 
Tax amortization, see Income tax. 

Tax guide for U. 8. citizens abroad___ 678 
Tax withholding, hearing._.... . 345 
Taxation: 
double, convention with Austria__ 924 
small business, 1958 guide_._.___.—~ 677 
small business problems, hearings— 359 
State tax collections, 1957... ~~ 240 
see also Income tax—Inheritance 
and transfer tax——Property— 
Use tax. 
Taxes, see Taxation. 
Taxonomy, foraminiferal genus Para- 

rotalia Le Calves..._....... 908 
Tea, basic information sources__ ~~~ 184 
Teachers, science and mathematics, 

SD a aittndicenninaennineten 817 
Technical aids for small business___ 902 
Technical bulletins, Agriculture De- 

DCs dc tettenimionentnn 98-101 
ese: cooperation, see Foreign 

aid. 

Technical manuals: 
Army Department.............. 153-157 
Federal Civil Defense Administra- 

SS eae y ae 
Technical memorandums: 

Beach Erosion Board___.____-_ 494496 
National Advisory Committee for 

ea oP 69 
Technical notes: 

Air Force Cambridge Research 

gi SEL ot ee 104 

National Advisory Committee for 

pe Me RE Ee 770-793 

Tennessee Valley Authority, for- 

estry investigations.__..-_.. 944 
Technical reports : 

Air Force Cambridge Research 

SRR oa RR 105 

CURRIE, Tete SE eeccnccccnon 187 
Chemicals and Plastics Division... 863 
Picatinny Arsenal, Dover, N. J... 851-853 
Rock Island Arsenal Laboratory—~~ 854 
Wright Air Development Center. 125-130 
Technical research notes, Personnel 

Research Branch, Adjutant 

General’s Office..__.._-..-. 1-10 
Technical research reports, Personnel 

Research Branch, Adjutant 

General's Office.__..._...___ 11-12 
Technicians, what does he do, what 

mest he BBW. .nnenccsscune 469 
eee -~ pu examination announce- 

fp See haeeine eae 282 
Techncteay. and automation, recent 

ee 299 
Teeth, good, health information 

CUO ctiicntibndgaitiinisnded 877 
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Telephone : 
borrowers securities, dividend 
ments or stock redemptio 
eee 
REA loans, security requirements_ 
Telephone specialist, examination an- 
a 
Teletype, teletypewriter equipment 
maintenance course, Army, pre- 
diction of success... . 


Teletypewriter, see Teletype. 
Television : 
programs, copyright information. 
use in education programs... 
Temperature : 
overheating effect on creep-rupture 
7. he of 8-816 alloy at 
telemetering from pilotless aircraft, 
BA RE Ee 
see also Heat transfer. 
Tennessee : 
ee 
fuel adjustment data... __--- 
mineral industry, minerals year- 
SS See eee 
Tennessee River and Valley, log buck- 
ing for top value in Tennessee 
Valley 
Tennessee Valley Authority : 
Agricultural Relations Division, 
annual report, 1957......-~. 
. i Se weereeeers 
seoeusey investigations, 


ote 
Tent feaneea, maintenance shelter, 
complete, specification.__.._~ 
Terrestrial magnetism : 


charts, mutually consistent prep- 
SERGE. citron tntinenpne 
geomagnetism, relation to emission- 
line corona, 19 

see also Magnetograms. 
Tertiary period, brachiopods of 


kinawa, Ryukyu Islands___ 
Testing, see names of substances or 
objects tested. 
Texas, so ganas conservation hand- 
Textiles, see names of textiles. 
Thermal conductivity, see Heat trans- 


er. 

Thermochemical properties of oxides, 
Seorsees, and chlorides to 

Thermosetting plastics, see Plastics. 

Thickness measurement, ultrasonic 
a 

Thorez, Maurice, biography_.....-~~- 

Three-degree-of-f. om evaluation of 
longitudinal transfer functions 
of supersonic canard missile. 

Tidal datum computations, see Tides. 

pS a 

Tides, variations, etc., and hydraulic 
0, Eee 

Tidwaters, see Tides. 

Timber : 

bucking sawtimber trees for top 


cutting, Lake States, 1954, records_ 
Timberlands, Klamath Reservation, 
Federal acquisition, and man- 


agement by Forest Service, 
DettiNGi....isisewss eniendhitiasasiiiieislns 
Tires : 
aircraft, pneumatic, Federal sup- 


ply schedules 
cord and fabrics, facts for industry, 


summary for 1956-_..----~-. 
pneumatic, except aircraft, Federal 
supply schedule_...__..-..-_. 
solid and cushion, Federal supply 
ES Per a eer 
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10 


362 
460 
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780 
526 
538 
736 


163 


251 
344 
793 
497 
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637 
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237 
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Entry 

Titanium : 
alloys, titanium-germanium system 

(RE Oe 750 

identification in coating vehicles___ 848 

To cherish and care for body of their 

Og hh aid A lll a alts 472 
Tobacco: 
industries— 
factors affecting (address)... 71 
pe gh TK 676 
Togliatti, Palmiro, biography._.._--~ 344 
Tomatoes, canned, vacuum require- 
ments for packaging, sympo- 
ORES ARTY AS 9 Fe he §85 

Tools, see names of tools. 

Torque wrenches, see Wrenches. 

Torsion, see Strains and stresses. 

Towboats, see Tugboats. 

Towing, gear, ships Bureau manual_-_ 896 

Trade, see Business—Commerce—Re- 

tail trade—also names of 
classes of commodities. 

Trade fairs, see Fairs. 

Trademarks, regulations of Taiwan __ 618 

Trafic, carload waybill statistics, 

| RRA ONS eae 683 

Traffic clerks, examination announce- 

Ran SS eee 271 
Trailers, mobile homes, exposure to 
nuclear explosions._.-.....~- 181 

Trainer (devices) : 

K-system MAC-2 troubleshooting 
trainer for complex electronic 
I a eccitinnee taniabicittimeiitaitiinian he 115 

Training, see Education—Staff train- 

ng—also subjects. 

Transformers, see Electric trans- 

formers. 

Transport airplanes, see Airplanes. 

Transportation : 
equipment, growth industries_~__.. 1388 
lines, Atlantic, Gulf, and Pacific 

oo | See 498 
movement control courses, Army, 
prediction of success__._..._ 3 

statistics in United States, 1956_— 686 

transportation series, Engineers 
RE Ret el tr 498 

Travel, joint regulations, change___- 940 

Treasury bonds, see Bonds of United 

States. 
Treasury certificates of indebtedness, 

it ge a RE 949 
Treasury Department department 

Tg gg Mth AE bm BA 949-951 
Treasury notes, 3% percent series 
Treaties and other international acts 

SN tei eactcnenntanniinind Grenenetadatecites 918-937 
Trees, see Nuts. 
Trouble shooting, K-system MAC-2 

flight line trainer for complex 

electronic system... 115 

Trousers, liners, specification___...~ 407 

Trout, lake, general information. 593 

Truck trailers, see Trailers. 

Trucking, see Motortrucks in freight 

service. 

Trust Territory of Pacific Islands: 
SS SS ee 645 
naval administration, postwar era, 

oe eee eee 820 
Trusts and trustees: 
er income tax return statis- ers 
Tewewsenamammmemmempmaein 
inveatenant trusts, directors inter- 
locking with those of indus- 
trial, etc., companies, report... 323 
Tubes (inner), see Inner tubes. 
Tugboats, river, steel, diesel, 120-foot, 
development and test.__...__ 948 
Tungsten, expansion of supply, At- 
torney General’s report.____. 352 
Tunisia, Dackgrouné........<c.cecn-e 916 


Do not order from index; see 





Turbidimetric determination of naph- 
Sg YY ee 
Turbines : 
and components, Federal item iden- 
tification guides for supply 
ae 
cooling, velocity and friction char- 
acteristics of boundary layer 
and channel flow over surfaces 
with ejection or suction... .~ 
Turbulent flew, see Flow. 
V, see Television. 
Typewriters, facts for industry, 1956_ 
Tyrone, Pa., aircraft accident. __- ~~ 


U 


Ultrasonic waves, see Sound. 
Ultrasonics, see Sound. 
Umpqua National Forest, general in- 
formation 
Un-American 
House : 
abolition, Emergency Civil 
ties Committee campaign____-_ 
ROGIER,  eitaectinteintnitinnenden 
Underground mining, see Mines and 
mining. 
Unemployed, Federal assistance to 
labor surplus areas, report... 


Activities Committee, 


Liber- 


|; Unemployment, see Unemployed. 


Unemployment insurance, Canadian 
employees of U. 8S. armed serv- 
ices in Canada, agreement__.. 

Union of Burma, see Burma. 

Union of South Africa, preparing 
ER ees 

Union of Soviet Socialist Republics, 
producers cooperatives 


| United Kingdom of Great Britain and 


Northern Ireland, 
Britain. 
United Nations: 
Disarmament Commission, enlarge- 
ment, U. N. General Assembly 
DORE ctidtitctindbwittiicnn 
General Assembly— 


see Great 


resolution Nov. 14, 1957. ~~ 8 

resolution, Nov. 19, 1957_...--- 
United States: 

NOTE.—For all subjects 


rtaining to the United 

tates, except its govern- 

ment, general history, and 

description, see such sub- 
jects. 

map, by geographic division, States 

and standard metropolitan 

oem census of manufactures, 


United States reports, see Supreme 
Court. 
Universities, see Colleges and uni- 
versities. 
Upham, N. Dak., 
Meadow School District no. 
report 
Uranium : 
airborne radiometric survey, Lemi- 
tar-Ladron area, N. M 
contributions to geology of uran- 
eer. ee een 
eettes,.. Pete natatetee manasa 
SUGEeCeee, MEOtR...nccsnncagece 
scattered gamma ray intensities 
| 
Urban plaaning, see Redevelopment 
(city planning. etc.). 
Urban renewal, see Redevelopment 
(city planning, etc.). 
Urea, resins, detection in coatings... 
Urethane, resins, detection in coat- 


reimbursement of 
29, 


indicated entry 
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753 


639 


843 
338-344 


826 


933 


617 
696 


195 


173 
643 
182 
644 














Use tax, Federal, on highway motor 


ee We wasancencnseaneeens 

agricultural conservation program, 

ITI <i cetnenieeitentnteeaanine 

floods, Apr.—June 1952_...._-.~_~- 

Utility companies, see Electric 
utilities 

Vacations, manufacturing firms..__. 


see also Holidays. 
Vacuum: 
creep-rupture properties of nickel 
in air and in vacuum, com- 
ee | Se er 
effect on nichrome, temperature and 
stress dependence_____....-. 
requirements for canned tumatoes, 
GUISOREED enadddccepeqe seco 
Vacuum tubes, electron, basic theory 
and application, technical 
SEE 6 citeemiancedsameats 
Valves: 
globe, nonferrous, specificaticn___-— 
outlet, C15, gas mask, seat, speciti- 
SG Vdeadibt ibbba tee a wood 
Vegetable seeds, see Seeds. 
Vegetables : 
commercial, fresh market, 1957 
annual summary _-._..---~- 
commercial processing acreage, 
production, ete., 1957 annual 
OS ae 
Vegetation, see Plants. 
Vehicles, see Motor vehicles. 
Ventilation, see Mine ventilation. 
Vermont, minerals industry, minerals 
yearbook chapter___......... 
Vessels, see Ships. 
Veterans, home loans closed in 1956, 
financial characteristics_____~ 
Veterans Administration, publica- 
ee ee 
Vibration, pitching-translation flutter, 
effect of fuel loads, study__—— 
Vibrators, self-rectifying, etc., specifi- 
cation cancellation... 
Viet-Nam, see Vietnam. 
Vietnam, guaranty of private invest- 
ments, agreement... 
Virgin Islands, codes of law, 1957_-~ 
Virginia, longitudinal stream profiles, 
Sita ddiintiibleagddiittibeoe 
Vital statistics : 
obstetric and related data recorded, 
District of Columbia, 1952; 
es eee 
special reports— 
national summaries___._.._-_. 


title page and contents, v. 46__ 
80 


selected studies.__........... 


Vital Statistics Methods, Advisory 
Committee on, see Advisory 
Committee on Vital Statistics 
Methods. 

Vocational education : 

technical, workshops, working 
EDIE re ES Banal 
technician, what does he do, what 
 - ogti«s«séCR 
Vocational rehabilitation, see Reha- 


bilitation of the disabled. 
Vortex motion, path determination by 
series expansion techniques. 


w 
WADC, see Wright Air Development 
Center. 


Wages: 
factor in retailing meat in 4 cities__ 
Federal wage and hour law— 
ET Tp isasanasartainetbereenernaniaies 
SPUN a des aeceievenctisaetincstdindaacioaotananiaetncpiene 
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Entry 
Wages—Continued 
minimum, effects in 3 seasonal in- 
Sono tenettmeentnntinmenannae 698 
wage structure, women’s and 
misses’ coats and suits._..___. 688 
War claims, see Claims. 
Warminster, Pa., population, special 
census of township._.__...... 225 
Washington, D. C., see District of 
Columbia. 
Washington County, Va., forest in- 
ventory statistics...c....... 943 
Washington State: 
ee ae 527 
fuel ad pastmens _ ee 539 
mineral industry, minerals year- 
SO Ge etendantiqw<se 738 
Waste cans, see Cans. 
Waste products, see Radioactive sub- 
stances. 
Watchman’s report system, specifica- 
a es 565 
Water: 
conservation— 
Little River system of reservoirs, 
engineer report 
departmental edition__...__- 485 
document edition__.......--- 308 
CORNER BOOGiincukcde te adcewos 68 
contributions to hydrology of 
| eee 652 
dissolved in fuels and hydrocar- 
ERE Ne ae Fae 832 
gamma radiation attenuation cal- 
CR ..naddbbcandooecs 169 
ground water— 
OO en 654 
chemical quality, Elkhorn River 
Basin above Pilger, Nebr... _ 652 
minerals yearbook chapter__.._-__ 758 
use in manufacturing, census of 
manufactures, 1954_....---- 201 
Water-borne commerce, see Commerce. 
Water carriers, transport statistics 
Rip ln re Ai ie a 686 
Water-hyacinth : 
obstructions in waters of Gulf and 
South Atlantic States, engi- 
neer report— 
departmental edition._.....--- 499 
document | i A $03 
Water supe : 
community facilities, Miami, Fla. 825 
ground water— 
0 eae eee 654 
Crow Creek-Sand Lake area___. 653 
Elkhorn River Basin above Pil- 
ger, Nebr., reconnaissance... 
water supply _—— ae eee $51-654 
Water systems, y requirements, 
summary 0 formation... 185 
Waterbugs, see Cockroaches. 
Watersheds: 
building community conservation 
Cg ESS Ere RT eee 911 
_ @ - 2 ee 103 
Waves, generated ripples in nearshore 
SORE... ng ousnecmiagbhbadiineath 495 
see one Shock waves—Sound. 
Waves (radio), see Radio waves. 
Ways and Means Committee, House, 
|” pt ERS BP a a 345 
Weapons: 
atomic, structures to resist effects, 
Ri MERE ns Bla 484 
basic research needs in electronics 
OE i a ER ll aan 368 
modern, destructive effects, en- 
lighten peoples of world, U. N. 
General Assembly resolution...§_ 864 
Weather, resistance of plastic to out- 
GOGl We ee ecntecccos 851 
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Weathering: 
characteristics of plastics 
glass-fabric-base plastic laminates_ 

Weeds, see Chickweed. 

Weeks, see names of special weeks. 
Weighing instruments, see Scales 
(weighing instruments). 
Weight-reducing preparations, false 
and misleading advertising, 
protect consumer, hearings. _- 

Weights and measures, weight 

changes, simple conversion of 
analytical balance for auto- 
matically recording......-~-~-~ 

Wades: 
metal arc and gas, specification__- 


welded joints, mechanical tests, 
military ~ 

West (U. 8.) 
stubble 1- UR farming, summary of 
research experience... -.. 


West Branch Reservoir : 
construction, engineer report— 

departmental edition__...----. 
document edition._....-._.- ~~ 
West Indies, geologic names, 1936—55_ 
Western Berlin, see Berlin, Germany. 
Westminster, Calif., population, spe- 
Gl CORt..csnupacqensewas 
Wheels, abrasive, specification can- 
ee 


White River : 
flood control of basin, 
report— 
departmental edition._......-~ 
0 RS 
Whitehall, Pa., population, special 


Who are they? (communist leaders 
SS es 
Wilderness areas, national wilderness 
preservation act, hearings.__- 
Wilderness Preservation Council, see 
National Wilderness Preserva- 
tion Council. 
Wind tunnels, research techniques... 
Wing River, geology of Basin... ~~ 
Wings (aircraft) : 
cruciform, vortex paths determina- 
tion by series expansion 
CIN 
flapped, effect in deflecting propel- 
ler slipstream for vertical 
CRO eniacuccmntinectibntann 
four wings of square plan form at 


engineer 


— number 6.9, investiga- 
CORR sicisvecussinsincnnittiinieneimmeienes 
slender, three-dimensional tran- 


sonic flow theory application 
vibration and flutter, effect of fuel 
ee ee 
Wire, spray gon. metal, specification_ 
see also Electric wire and wiring. 
Wire communications, see Teletype. 
Wireworms, populations in irrigated 
lands, effect of crop rotations__ 
Wiring, see Electric wire and wiring. 
Women : 
Marine Corps officers, opportunities 
to train and serve, summary__ 
Marine Corps Reserve, member- 
Ge Gv nenamancneene 
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Entry 
bg -~ » Bureau : 
SRE 958 
oy Publications, Rea 958 
products— 
growth industries__..........- 137 
monthly labor turnover rates per 
 ) 0 0 See T04 
Wood poles, see Poles. 
Wood preservatives, see Zinc chloride. 
Week. roadcloth, specification.__..-_ 875 
or 
experience of population in 19056 - 207 
simplification through use of opera- 
tion and man-machine charts, 
Army Dept., pamphlet... 147 
transition from school to work, 
EES eae 467 


see also Employment. 
Work injuries, see Accidents. 
Work stoppages, see Strikes and 
lockouts. 
Workers, see Labor. 
Workmen's compensation, see HEm- 
ployer’s liability and work- 
men’s compensation. 
Workshops, vocational-technical edu- 
eation, working paper... 469 
World trade, see Commerce. 
World War, 1939-45: 
military cemeteries and me- 
6 one ewe coon snong= 131-132 


piacninantintaninieiaiaidieniaies 712 
World War Il, see World War, 1939 - 
Wrenches: 
pneumatic, impact and runner, 
portable, specification... — 577 
torque, _~ A 547 
va a. po Center, ag” 
125-130 
Writing eeiblieeen hical forms for 
literature citations.......... 882 
Wyoming: 
national electric rate book....... 528 
fuel adjustment data... 540 
Yy 


Youth, high-schoolers, holiday work. 955 
Youth, American, President's Citizens 
Advisory Committee on Fitness 
of, see President's Citizens Ad- 
visory Committee on Fitness of 
American Youth. 


Youth Fitness, President’s Council 
on, see President’s Council on 
Youth Fitness. 

Zz 

Zinc: 


minerals yeatbook chapter... 759 
pigments, minerals yearbook chap- 


Zine chloride, wood preservative, 
specification Gescendéilinminnmdiapenten 564 
Zine —_ minerals yearbook chap- 
er 


NE a 28 
meeneen: 
(SS yyy 162 
anodic oxidation, formation fields 
and current efficiencies._._._.. 
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